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The  Seventeenth  Annual  Meeting  will  be 
held  in  New  York  City,  Tuesday,  Wednes- 
day and  Thursday,  May  13, 14  and  15,  1913 


THE  Association  is  always  glad  to 
send  samples  of  its  literature  to 
prospective  members.  Member- 
ship application  blanks  will   be  fur- 
nished by  the  Secretary  on  request. 

Members  should  promptly  notify  the 
Secretary  of  any  change  in  address  or 
business  connection,  or  of  any  errors 
in  this  directory. 


National 
Fire  Protection  Association. 

ARTICLES  OF  ASSOCIATION. 


Article  1. — This  organization  shall  be  known  as  the  National  Fire 
Protection  Association. 

Article  2. — The  objects  of  this  Association  shall  be  to  promote  the 
science  and  improve  the  methods  of  fire  protection  and  prevention;  to 
obtain  and  circulate  information  on  these  subjects  and  to  secure  the  co- 
operation of  its  members  in  establishing  proper  safeguards  against  loss 
of  life  and  property  by  fire. 

Article  3. — Membership  shall  consist  of  (a)  Active,  (d)  Associate, 
(c)  Honorary.  It  is  understood  that  through  membership  none  is  pledged 
to  any  course  of  action. 

a.  Active  Members. — National  institutes,  societies  and  associations 
interested  in  the  protection  of  life  and  property  against  loss  by  fire,  state 
associations  whose  principal  object  is  the  reduction  of  fire  waste,  insur- 
ance boards  and  insurance  associations  having  primary  jurisdiction,  shall 
be  eligible  for  active  membership.    Annual  dues  shall  be  $25. 

b.  Associate  Members. — National,  state  and  municipal  departments 
and  bureaus,  libraries,  boards  of  trade,  chambers  of  commerce  and  similar 
business  associations,  insurance  boards  and  insurance  associations  not 
eligible  to  active  membership,  individuals,  firms  and  corporations  shall  be 
eligible  for  associate  membership.    Annual  dues  shall  be  $5. 

Associate  members  shall  be  entitled  to  all  the  privileges  of  active 
members  except  the  right  to  vote. 

c.  Honorary  Members. — Honorary  life  membership  may  be  conferred 
upon  persons  who  for  more  than  fifteen  years  have  rendered  exceptional 
service  in  the  work  of  fire  protection  and  fire  prevention.  A  favorable 
report  by  the  Executive  Committee  and  a  majority  vote  of  the  Association 
at  any  regularly  called  meeting  shall  be  necessary  to  elect.  This  mem- 
bership carries  with  it  all  the  privileges  of  associate  members  without 
dues. 

Article  4. — The  officers  shall  be  a  President,  a  Vice  President,  a 
Secretary-Treasurer,  and  an  Executive  Committee  of  fifteen.  They  shall 
be  elected  at  the  annual  meeting  and  shall  hold  ofiice  until  their  succes- 
sors are  elected.  At  each  annual  meeting  a  President,  a  Vice  President 
and  a  Secretary-Treasurer  shall  be  elected  for  one  year,  and  five  members 
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ARTICLES  OF  ASSOCIATION' 


of  the  Executive  Committee  for  three  years,  and  the  Association  shall 
designate  each  year  the  member  of  the  Executive  Committee  who  shall  be 
chairman  thereof. 

a.  The  President,  the  Vice  President  and  the  Secretary  shall  be 
ex  officio  members  of  the  Executive  Committee  and  the  Secretary  shall 
act  as  Secretary  thereof. 

b.  The  President  shall  be  ex  officio  a  member  of  all  committees 
except  the  nominating  committee,  and  may  appoint  as  his  proxy  any  other 
officer  of  the  Association. 

c.  Vacancies  in  office  shall  be  filled  by  the  Executive  Committee 
until  the  next  annual  meeting,  when  the  Association  shall  fill  the  vacancy 
for  the  unexpired  term  in  the  same  manner  in  which  officers  are  elected. 

Article  5. — The  duties  of  all  officers  shall  be  such  as  usually  pertain 
to  their  offices,  or  may  be  assigned  by  the  Association. 

Article  6. — The  Executive  Committee  shall  have  general  charge  of 
the  affairs  of  the  Association,  direct  the  expenditures,  and  audit  the 
accounts  of  the  Treasurer.  Seven  members  shall  constitute  a  quorum  for 
the  transaction  of  business. 

Article  7. — Applications  for  membership  shall  be  submitted  to  and 
acted  upon  by  the  Executive  Committee,  a  two-thirds  vote  of  the  com- 
mittee being  necessary  for  admission. 

Article  8. — Appointments  to  special  committees  shall  be  on  recom- 
mendation of  the  President,  Vice  President  and  Secretary,  subject  to  the 
approval  of  the  Executive  Committee  at  a  regularly  called  meeting. 

Article  9. — In  response  to  invitation  the  President  may  appoint  a 
delegate  or  delegates  to  represent  the  Association  at  meetings  of  organiza- 
tions represented  in  the  Active  Membership. 

Article  10. — The  annual  meeting  shall  be  held  during  the  month  of 
May,  due  notice  of  which  shall  be  given  to  each  member  by  the  Secretary 
at  least  twenty  days  in  advance.  Place  of  meeting,  if  not  selected  each 
year  at  a  regular  meeting  of  the  Association,  to  be  determined  by  the 
Executive  Committee. 

Article  11. — Special  meetings  may  be  called  by  the  Executive  Com- 
mittee, or  shall  be  called  by  written  application  of  twenty  active  members 
to  the  Executive  Committee.  Notice  of  such  meetings  shall  be  sent  to  all 
members  at  least  twenty  days  in  advance,  stating  the  business  to  be 
transacted,  and  no  other  shall  be  entertained. 

Article  12. — Each  active  member  represented  shall  be  entitled  to  one 
vote,  and  in  order  to  transact  business  there  shall  be  twenty-five  members 
present. 

Article  13. — These  Articles  of  Association  may  be  amended  at  any 
regular  meeting  by  a  two-thirds  vote  of  the  members  present,  due  notice 
of  the  proposed  amendment  having  been  given  each  active  member  at 
least  twenty  days  previous. 


List  of  Tormer  Officers. 


1896-7 

President,  C.  C.  Little. 

Vice  President,  S.  F.  Lawton. 
Sec'y-Treas,,  E.  U.  Crosby., 

Chm.  Executive  Committee,  U,  C.  Crosby. 

President,  U.  C.  Crosby. 

Vice  President,         C.  A.  Hexamer. 

Sec'y-Treas.,  E.  U.  Crosby. 

Chm,  Executive  Committee,  W.  H.  Stratton. 

1898-9 

President,  U.  C.  Crosby. 

Vice  President,         C.  A.  Hexamer. 

Sec'y-Treas.,  E.  U.  Crosby. 

Chm.  Executive  Committee,  W.  H.  Stratton. 

1899-1900 

President,  U.  C.  Crosby. 

Vice  President,         C.  A.  Hexamer. 

Sec'y-Treas.,  E.  U.  Crosby. 

Chm.  Executive  Committee,  W.  H.  Stratton. 

1900-  1 

President,  C.  A  Hexamer. 

Vice  President,         J.  W.  Cochran. 
Sec'y-Treas.,  E.  U.  Crosby. 

Chm.  Executive  Committee,  W.  H.  Stratton. 

1901-  2 

President,  C.  A.  Hexamer, 

Vice  President,         J.  W.  Cochran, 
Sec'y-Treas.,  E.  U.  Crosby. 

Chm.  Executive  Committee,  W.  H,  Stratton. 

190a-3 

President,  C.  A.  Hexamer, 

Vice  President,         Wm,  A.  Anderson. 
Sec'y-Treas.,  E.  U.  Crosby, 

Chm,  Executive  Committee,  W.  H.  Stratton. 


1903-  4 

President,  C.  A.  f^Iexamer. 

Vice  President,         Wm.  A.  Anderson. 
Sec'y-Treas.,  W,  H.  Merrill. 

Chm.  Executive  Committee,  W.  H.  Stratton. 

1904-  5 

President,  C.  A.  Hexamer. 

Vice  President,         Wm,  A,  Anderson, 
Sec'y-Treas.,  W.  H.  Merrill. 

Chm.  Executive  Committee,  E.  U.  Crosby. 

1905-  6 

President,  C.  A.  Hexamer. 

Vice  President,  Wm.  A.  Anderson. 

Sec'y-Treas.,  W.  H.  Merrill. 

Chm.  Executive  Committee,  E.  U.  Crosby. 

1906-  7 

President,  C.  A.  Hexamer. 

Vice  President,         Wm.  A.  Anderson. 
Sec'y-Treas.,  W,  H.  Merrill. 

Chm.  Executive  Committee,  E.  U.  Crosby, 

1907-  8 

President,  W,  W.  Dudley, 

Vice  President,         Wm.  A.  Anderson. 
Sec'y-Treas.,  W.  H.  Merrill. 

Chm.  Executive  Committee,  H.  C,  Henley, 

1908-  9 

President,  C.  M.  Goddard. 

Vice  President,         H.  C.  Henley. 
Sec'y-Treas.,  W.  H.  Merrill, 

Chm.  Executive  Committee,  H.  L.  Phillips. 

1909-  10 

President,  C,  M.  Goddard, 

Vice  President,         H.  C.  Henley. 
Sec'y-Treas .,  Franklin  H.  Wentworth, 

Chm.  Executive  Committee,  H.  L.  Phillips. 

1910-  11 

President,  W.  H.  Merrill. 

Vice  President,         C.  H.  Phinney. 
Sec'y-Treas.,  Franklin  H.  Wentworth  , 

Chm.  Executive  Committee,  H.  L.  Phillips, 


OFFICERS 


FOR  THE  YEAR  1912-1913. 

President  H.  L.  PHILLIPS,  5  Haynes  St.,  Hartford. 

Vice  Preside7it  GEO.  ^l.  ROBERTSON,  Merchants'  Exchange  Bldg., 

San  Francisco. 

Sec^y-Treas.  \ 

and  Editor  I  FRANKLIN  H.  WENTWORTH,  87  Milk  St.,  Boston. 
The  .Quarterly) 

Supt.  Fire  Records   J.  ALBERT  ROBINSON,  87  Milk  St.,  Boston. 
Chief  Clerk  FLORENCE  S.  OSBORN,  87  Milk  St.,  Boston. 


EXECUTIVE  COMMITTEE. 

F.  J.  T.  Stewart,  Chairman, 
123  William  St.,  New  York,  N.  Y. 


Term  Expires  igi3. 

Sol  Bloodworth 
H.  C.  Henley 
W.  E.  Mallalieu 
Chas.  E.  Meek 
F.  J.  T.  Stewart 


Term  Expires  I9l4- 
H.  E.  Burdette 

C.   M.  GODDARD 

C.  A.  Hexamer 
R.  D.  KoHN 

L.  WiEDERHOLD,  Jr. 


Term  Expires  igi5. 

E.  B.  Hatch 
E.  P.  Heaton 
Richard  L.  Humphrey 
C.  H.  Phinney 
T.  B.  Sellers 


SPECIAL  COMMITTEES. 


H.  E.  BURDETTE 

E.  S.  Clayton 
J.  E.  Curtis 
GoRHAM  Dana 
L.  W.  Evans 
T.  Z.  Franklin 
C.  H.  Jenkins 


Automatic  Sprinklers. 

E.  P.  Boone,  Chairman. 
123  William  St.,  New  York. 


L.  H.  Kunhardt 
F.  J.  McFadden 
Lee  McKenzie 

F.  C.  Moore 
H.  L.  Phillips 
M.  D.  Pierce 
J.  C.  Richters 

G.  M.  Robertson 


W.  C.  Robinson 

F.  A.  Rye 

W.  G.  Sanderson 

C.  L.  SCOFIELD 

P.  D.  C.  Steward 
J.  R.  Sullivan 
R.  Sweetland. 


A.  V.  Bennett 
H.  W.  Bringhurst 


Automobile  Fire  Apparatus. 

W.  M.  Johnson,  Chairman. 
605  Century  Bldg.,  Cleveland. 
John  Kenlon  G.  M.  Robertson 


W.  H.  Loller 


G.  W.  Woodward 


C.  H.  Blackall 
G.  W.  Cleveland 

A.  C.  HUTSON 


Automobile  Garages. 

F.  E.  Cabot,  Chairman. 

55  Kilby  St.,  Boston. 
J.  M.  Hughes  C.  H.  Patton 

W.  D.  Matthews  A.  P.  Stradling 

A.  G.  Patton  J.  A.  Waterworth 


Blower  Systems  for  Heating,  Ventilating  and  Stock  Conveying. 

A.  Blauvelt,  Chairman. 
Insurance  Exchange  Bldg.,  Chicago. 
R.  p.  Bolton  E.  W.  Dart  A.  M.  Schoen 

H.  A.  Burnham  J.  H.  Derby  R.  C.  Sturgis 

Wm.  W.  Crosby  F.  W.  Eames  Theo.  S.  Tenney 

Canadian  Committee. 

John  B.  Laidlaw,  Chairman. 
12-14  Wellington  St.  East,  Toronto. 
E.  P.  Heaton  Franklin  H.  Wentworth 


SPECIAL  COMMITTEES 


J.  B.  FiNNEGAN 

H.  C.  Henley 
C.  T.  Ingalls 


Cold  Storage  Warehouses. 

E.  P.  Booxe,  Chairman, 
123  William  St.,  New  York. 

A.  P.  Stradling 
H.  V.  Thayer 


A.  J.  Meyer 
Elliott  Middleton 


A.  M.  Read 


Chas.  E.  Willet 


Electrical  Committee. 

F.  E.  Cabot,  Ckainna?i,  55  Kilby  St.,  Boston. 
Ralph  Sweetlaxd,  Secretary,  141  Milk  St.,  Boston. 


James  Bennett 
W.  H.  Blood,  Jr. 
William  S.  Boyd 
George  E.  Bruen 
J.  E.  Cole 


C.  M.  Goddard 
C.  H.  Hill 
H.  O.  Lacount 
C.  H.  LuM 
E.  McCleary 


Washington  Devereux. Farley  Osgood 
J.  C.  Forsyth  F.  Overbagh 


A.  M.  Paddon 
Dana  Pierce 

A.  M.  SCHOEN 

Martin  Schreiber 
R.  P.  Strong 
V.  H.  Tousle y 
H.  S.  Wynkoop 


Electric  Railway,  Light  and  Power  Properties. 

C.  H.  Patton,  Chairman. 
Plain  Dealer  Bldg.,  Cleveland. 
R.  C.  Bird  J.  V.  Parker  R.  Sweetland 

H.J.  Davies  a.  M.  Schoen  L.  Wiederhold,  Jr. 

J.  C.  Forsyth  Martin  Schreiber        A.  G.  Wilbor 

M.  F.  Jones  H.  N.  Staats 


Explosives  and  Combustibles. 

Chas.  A.  Hexamer.  Chaii  inan.  lo5  So.  Fourth  St.,  Philadelphia. 
E.  J.  Smith,  Secretary,  207  East  Ohio  St..  Chicago. 


George  E.  Bruen 
F.  E.  Cabot 

B.  W.  Dunn 

C.  M.  Goddard 


F.  M.  Griswold 
H.  C.  Henley 
W.  D.  Matthews 
W.  C.  Platt 
A.  M.  Schoen 


F.  J.  T.  Stewart 
Alfred  Stillman 
A.  G.  Wilbor 
Louis  Wiederhold,  Jr. 


Albert  Blauvelt 
H.  E.  Burdette 
Wm.  Guerin 


Field  Practice. 

C.  H.  Patton,  Chairman. 
Plain  Dealer  Bldg.,  Cleveland. 

W.  H.  Merrill  P.  D.  C.  Steward 

E.  U.  Richards  W.  H.  Ticknor 

H.  P.  Smith 


SPECIAL  COMMITTEES 
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Fireproof  Construction,  including  Concrete  and  Reinforced  Concrete. 

Ira  H.  Woolson,  Chairman. 
135  William  St.,  New  York. 


E.  T.  Cairns 
G.  W.  Cleveland 
J.  E.  Curtis 
Julius  Franke 


R.  D.  KoHN 
Robert  Palm 
A.  G.  Patton 
G.  W.  Riddle 


Richard  L.  Humphrey  W.  G.  Sanderson- 


Walter  Smedley 
A.  P.  Stradling 
Mason  R.  Strong 
Henry  V.  Thayer 
J.  Foster  Warner 


Fire  Protection  Coverings  for  Window  and  Door  Openings. 


P.  A.  Colwell 
J.  F.  Deady 
Chas.  E.  Eldridge 
John  H.  Kenney 


W.  C.  Robinson,  Chairman. 
207  East  Ohio  St.,  Chicago. 


R.  D.  Kohn 

C.  H.  Lum 

W.  D.  Matthews 

Morris  D.  Pierce 

iSlAsoN  R.  Strong 


J.  R.  Sullivan 
W.  O.  Teague 
R.  J.  Trimble 
W.  B.  White 


Fire  Pumps. 

H.  O.  Lacount,  Chairman. 
31  Milk  St.,  Boston. 
A.  Blauvelt  J.  E.  Curtis  M.  D.  Pierce 

H.  E.  BuRDETTE  Gorham  Dana  J.  C  Richters 

Geo.  W.  Booth  T.  Z.  Franklin  Fitzhugh  Taylor 

H.  L.  Phillips 


E.  T.  Allen 

F.  H.  COWLES 

B.  E.  Fernow 


Forest,  Brush  and  Grass  Fires. 

Percy  Robertson,  Chair?nan. 
18  Toronto  St.,  Toronto,  Ont. 

A.  LiNDBACK  J.  C.  Richters 


C.  A.  McCoTTER 
William  Reed 


R.  M.  Ritchie 
R.  R.  Strong 


Gravity  Tanks. 

Gorham  Dana,  Chairman. 
141  Milk  St.,  Boston. 
T.  Z.  Franklin  A.  L.  Kendall  K.  L.  Walling 

Richard  L.  Humphrey  C.  L.  Scofield  A.  G.  Wilbor 

E.  H.  Sigison 
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SPECIAL  COMMITTEES 


Geo.  W.  Booth 


G.  E.  Bruen 

H.  W.  FORSTER 


High  Pressure  Fire  Service  Systems. 

H.  B.  Machen,  Chairman. 
315  West  97th  St.,  New  York. 

Powell  W.  Evans         Frederic  C.  Mott 

Hose. 

W.  C.  Robinson,  Chairman. 

207  East  Ohio  St.,  Chicago. 
E.  B.  Hatch  W.  E.  Mallalieu 

L.  H.  KuNHARDT  R.  H.  Newbern 


A.  Blauvelt 
E.  P.  Boone 
Geo.  W.  Booth 
J.  E.  Curtis 


F.  E.  Cabot 
B.  W.  Dunn 
H.  A.  FiSKE 
J.  E.  Florin 


Hydrants  and  Valves. 

H.  O.  Lacount,  Chairman. 
31  Milk  St.,  Boston. 

E.  B.  Hatch 

L.  H.  KuNHARDT 

F.  E.  MacKnight 
F.  C.  Moore 


C.  N.  Ram  bo 
Howard  L.  Stanton 
FiTZHUGH  Taylor 


Laws  and  Ordinances. 

Chas.  H.  Lum,  Chairman. 
135  William  St.,  New  York. 
H.  C.  Henley 
W.  C.  Platt 

A.  M.  SCHOEN  J.  R 

T  .B.  Sellers 


E.  J.  Smith 
J.  R.  Worcester 
Young 


A.  E.  Bruen 

P.  A.  COLWELL 

W.  R.  Crane 
Ira  G.  Hoagland 
Thos.  p.  Hohlweck 


Manufacturing  Risks  and  Special  Hazards. 

Benjamin  Richards,  Chairman. 
141  Milk  St..  Boston. 
A.  C.  Hutson  a.  N.  Miner,  Jr. 

M.  F.  Jones  H.  P.  Onyx 

J.  B.  Laidlaw  Robert  Palm 


Geo.  a.  Lowe,  Jr. 
W.  H.  Medlicott 


W.  P.  Tenney 


Mine  Fires. 

H.  M.  Wilson,  Chairman. 
U.  S.  Bureau  of  Mines,  Pittsburgh.  Pa. 
R.  Y.  Williams.  Secretary,  U.  S.  Bureau  of  Mines. 
Albert  Blauvelt         Washington  Deverei  x  J.  W.  Paul 
J.  Park  Channing         B.  W.  Dunn  Ira  H.  Woolson 

R.  V.  NORRIS 


SPECIAL  COMMITTEES 
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Private  Fire  Supplies  from  Public  Mains. 

E.  V.  French,  Chairman. 
31  Milk  St.,  Boston. 

Albert  Blauvelt         H.  E.  Burdette  H.  L.  Phillips 

Geo.  W.  Booth  L.  W.  Evans  Benjamin  Richards 

E.  B.  Hatch 


B.  E.  Ames 
P.  A.  Col  WELL 
John  H.  Derby 


Safes  and  Vaults. 

H.  W.  Forster,  Chairman. 
137  South  Fifth  St.,  Philadelphia. 

F.  P.  Montgomery        D.  E.  Waid 
Geo.  M.  Robertson       I.  H.  Woolson 
F.  J.  T.  Stewart 


Signaling  Systems. 

Ralph  Sweetland,  Chairman. 
141  Milk  St.,  Boston. 

E.  L.  Ballard  J.  C  Forsyth  W.  H.  Morton 

E.  p.  Boone  G.  S.  Lawler  A.  M.  Paddon 

F.  E.  Cabot  W.  L.  Lee  Dana  Pierce 
Washington  Devereux  Chas.  H.  Lum  L.  R.Welch 

W.  D.  Matthews 


Standard  Hose  Couplings  and  Hydrant  Fittings  for  Public  Fire  Service. 

F.  M.  Griswold,  Chairman. 
56  Cedar  St.,  New  York. 


G.  E.  Bruen 


H.  C.  Henley 
Howard  L.  Stanton 


Robt.  J.  Thomas 


Standards. 


This  committee  will  not  act 


ibjects  for  which  there  are  special 


committees. 


H.  E.  Burdette 
F.  E.  Cabot 
Alf.  W.  Hadrill 
H.  C.  Henley 
J.  M.  Hughes 


W.  C.  Robinson,  Chairman 
207  East  Ohio  St.,  Chicago. 

H.  O.  Lacount 
W.  E.  Mallalieu 
R.  H.  Newbern 
E.  A.  Northey 
W.  G.  Sanderson 


T.  B.  Sellers 
F.  J.  T.  Stewart 

E.  P.  StOVER 

J.  R.  Sullivan 
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SPECIAL  COMMITTEES 


State  Fire  Prevention  Associations. 


John  P.  Hu 
Board  of  Trade 
G.  R.  Crosley  (  Wtscojisi?i) 
A.  L.  De  Rosset  {No.  Caroh'?ia) 
Joel  W.  Hubble  {Illinoh) 
C.  W.  Hutchinson  {Michigan) 
Perley  B.  Jones  {Louisiana) 
W.  C.  Lyle  {Nebraska) 
"Henry  1^\jt>-low  {O kla/ioma) 
E.  D.  MoRCOM  (6"^?.  Dakota) 
J.  M.  Neuburger  (  W.  Virginia) 


bble,  Chairman. 

Bldg.,  Louisville,  Ky. 
C.  B.  RouLET  {  Texas) 
R.  W.  ScHiMMEL  {Minnesota) 
Wm.  Sowards  {Kentucky) 
S.  T.  Sparkman  {So.  Carolina) 
J.  H.Walsh  {Missouri) 
W.  E.  Page  (Iowa) 
J.  M.  Waller  (  Virginia) 
F.  H.  Wilder  {No.  Dakota) 
CO.  Wood  {Ohio) 


Uniform  Requirements. 

Gorham  Dana,  Chairman. 
141  Milk  St.,  Boston.  . 

A.  G.  Beeson 
E.  T.  Cairns 
D.  W.  Canfield 
J.  F.  Deady 


J.  M.  Hughes 
C.  S.  Hull 
Albert  Kahn 
E.  M.  Sellers 


E.  C.  Smith 
W.  B.  White 
Ira  H.  Woolson 


Uniform  Test  Specifications  for  Determining  Flash  Point  of  Oils. 

Dr.  Irving  C.  Allen,  Chairman. 
U.  S.  Bureau  of  Mines,  Pittsburgh,  Pa. 
E.  A.  Barrier  C.  A.  Hexamer  A.  H.  Nuckolls 

B.  W.  Dunn  A.  C.  Hutson  W.  C.  Platt 


MEMBERSHIP. 


ACTIVE. 

American  Institute  of  Architects,  Washington,  D.  C 

American  Electric  Railway  Association,  29  West  Thirty-ninth  St.,  New 
York,  N.  Y. 

American  Institute  of  Consulting  Engineers,  Room  1112,  103  Park  Ave., 
New  York,  N.  Y. 

American  Institute  of  Electrical    Engineers,  33  West   Thirty-ninth  St., 
New  York,  N.  Y. 

American  Warehousemen's  Association,  Union  Storage  Company,  Second 
and  Liberty  Aves.,  Pittsburgh,  Pa. 

Associated  Factory  Mutual  Fire  Insurance  Companies,  Inspection  Bureau, 
31  Milk  St.,  Boston,  Mass. 

Association  of  Fire  Underwriters  of  Baltimore  City,  8  and  10  South  St., 
Baltimore,  Md. 

Board  of  Fire  Underwriters  of  Allegheny  County,  Commonweatlh  Build- 
ing, Pittsburgh,  Pa. 

Board  of  Fire  Underwriters  of  the  Pacific,  914  Merchants'  Exchange  Build- 
ing, San  Francisco,  Cal. 

Board  of  Fire  Underwriters  of  the  Territory  of  Hawaii,  Boston  Building, 
Honolulu,  T.  H. 

Boston  Board  of  Fire  Underwriters,  55  Kilby  St.,  Boston,  Mass. 

Buffalo  Association  of  Fire  Underwriters,  97  Dun  Building,  Buffalo,  N.  Y. 

Bureau  for  Safe  Transportation  of  Explosives,  30  Vesey  St.,  New  York. 
N.  Y. 

Canadian  Fire  Underwriters'  Association,  524  Coristine  Building,  Mon- 
treal, Quebec,  Canada. 

Canadian  Manufacturers'Association,  506  Traders'Bank  Building,Toronto, 
Ontario,  Canada. 

Chicago  Board  of  Underwriters  of  Chicago,  Insurance  Exchange,  175 
West  Jackson  Boulevard,  Chicago,  111. 

Cincinnati  Fire  Prevention  Bureau,  1403  First  National  Bank  Building, 
Cincinnati,  Ohio. 

Cleveland  Inspection  Bureau,  Plain  Dealer  Building,  Cleveland,  Ohio. 
Cotton  Insurance  Association,  Empire  Building,  Atlanta,  Ga. 
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ACTIVE  MEMBERS 


Electrical  Supply  Jobbers  Association,  411  South  Clinton  St.,  Chicago,  111, 

Factory  Insurance  Association,  5  Haynes  St.,  Hartford,  Conn. 

Factory  Mutual  Laboratories,  31  Milk  St.,  Boston,  Mass. 

Fire  Underwriters'  Electrical  Bureau,  68  William  St.,  New  York,  N.  Y. 

Fire  Underwriters'  Inspection  Bureau,  Merchants'  Exchange  Building,  San 
Francisco,  Cal. 

Hudson  Inspection  Bureau,  75  Montgomery  St.,  Jersey  City,  N.  J. 

Illinois  Inspection  Bureau,  1237  First  National  Bank  Building,  Chicago,  111. 

Illinois  State  Fire  Prevention  Association,  2133  Insurance  Exchange,  175 
West  Jackson  Boulevard,  Chicago,  111. 

Independent  Petroleum  Marketers'  Association  of  the  United  States,  Rose 
Building,  Cleveland,  Ohio. 

Indiana  Inspection  Bureau,  1012  Lemcke  Building,  Indianapolis,  Ind. 

Insurance  Association  of  Providence,  Wilcox  Building,  Providence,  R.  I. 

International  Acetylene  Association,  People's  Gas  Building,  Chicago,  111. 

International  Association  of  Fire  Engineers,  Roanoke,  Va. 

Iowa  State  Fire  Prevention  Association,  303  Manhattan  Building,  Des 
Moines,  la. 

Kansas  Inspection  and  Fire  Prevention  Office,  701  Jackson  St.,  Topeka, 
Kan. 

Kentucky  Actuarial  Bureau,  Kenyon  Building,  Louisville,  Ky. 

Kentucky  State  Fire  Prevention  Association,  Columbia  Block,  Louisville, 
ky. 

Louisiana  Fire  Prevention  Bureau,  809  Hibernia  Building,  New  Orleans, 
La. 

Louisiana  State  Society  for  the  Reduction  of  Fire  Waste,  P.  O.  Box  180, 
New  Orleans,  La. 

Mainland  Fire  Underwriters'  Association  of  British  Columbia,  P.  O.  Box 
820,  Vancouver,  B.  C. 

Massachusetts  Association  of  Municipal  Electrical  Inspectors,  Concord, 
Mass. 

Massachusetts  Mutual  Fire  Insurance  Union,  101  Milk  St.,  Boston,  Mass. 

Michigan  Inspection  Bureau,  36  Congress  St.,  \\'est,  Detroit,  Mich. 

Michigan  State  Fire  Prevention  Association,  Oakland  Building,  Lansing, 
Mich. 

Milwaukee  Board  of  Fire  Underwriters,  Mitchell  Building,  Milwaukee, 
Wis. 

Minnesota  State  Fire  Prevention  Association,  944  Plymouth  Building, 
Minneapolis,  Minn. 


ACTIVE  MEMBERS 
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Mississippi  Inspection  and  Advisory  Rating  Co.,  503-4  First  National 
Bank  Building,  Vicksburg,  Miss. 

Missouri  Actuarial  Bureau,  Pierce  Building,  St.  Louis,  Mo. 

Missouri  Fire  Prevention  Association,  American  Bank  Building,  Kansas 
City,  Mo. 

Mutual  Fire  Prevention  Bureau,  Oxford,  Mich. 

National  Association  of  Cement  Users,  Harrison  Building,  Philadelphia, 
Pa. 

National  Association  of  Credit  Men,  41  Park  Row,  New  York,  N.  Y. 

National  Association  of  Electrical  Inspectors,  4  Academy  Lane,  Concord, 
Mass. 

National  Association  of   Local  Fire  Insurance  Agents,  55  Kilby  St., 
Boston,  Mass. 

National  Association  of  Manufacturers,  30  Church  St.,  New  York,  N.  Y. 

National  Association  Master  Gravel  and  Slag  Roofers  of  America,  17 
Battery  Place,  New  York,  N.  Y. 

National  Association  of  Sheet  Metal  Contractors  of  the  United  States.  261 
South  Fourth  St.,  Philadelphia,  Pa. 

National  Board  of  Fire  Underwriters,  135  William  St.,  New  York,  N.  Y. 

National  Electrical  Contractors'  Association,  41  Martin  Building,  Utica, 
N.  Y. 

National  Electric  Light  Association,  29  West  Thirty-ninth  St.,  New  York, 
N.  Y. 

National  Hardware  Association  of  the  United  States,  505  Arch  St.,  Phila- 
delphia, Pa. 

National  Paint,  Oil  and  Varnish  Association,  100  William  St.,  New  York, 
N.  Y. 

Nebraska  Inspection  Bureau,  Room  101  McCague  Building,  Omaha,  Neb. 

Nebraska  State  Fire  Prevention  Association,  Omaha,  Neb. 

Newark  Inspection  Bureau,  756  Broad  St.,  Newark,  N.  J. 

New  Brunswick  Board  of  Fire  Underwriters,  St.  John,  New  Brunswick. 

New  England  Bureau  of  United  Inspection,  71  Kilby  St.,  Boston,  Mass. 

New  England  Insurance  Exchange,  141  Milk  St.,  Boston,  Mass.  * 

New  Hampshire  Board  of  Fire  Underwriters,  Concord,  N.  H. 

New  York  Board  of  Fire  Underwriters,  123  William  St.,  New  York,  N.  Y. 

New  York  Fire  Insurance  Exchange,  123  William  St.,  New  York,  N.  Y. 

North  Carolina  Fire  Prevention  Association,  Dixie  Building,  Greensboro, 
N.  C. 

North  Dakota  State  Fire  Prevention  Association,  Fargo,  N.  D. 

Nova  Scotia  Board  of  Fire  Underwriters,  231  Hollis  St.,  Halifax,  N.  S. 

Ohio  Inspection  Bureau,  Hartman  Building,  Columbus,  Ohio. 
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ACTIVE  MEMBERS 


Ohio  State  Fire  Prevention  Association,  808  New  First  National  Bank 
Building,  Columbus,  Ohio. 

Oklahoma  Inspection  Bureau,  Oklahoma  City,  Okla. 

Oklahoma  State  Fire  Prevention  Association,  Insurance  Building,  Okla- 
homa City,  Okla. 

Philadelphia  Fire  Underwriters'  Association,  135  South  Fourth  St.,  Phila- 
delphia, Pa. 

Philadelphia  Suburban  Underwriters'  Association,  331  Walnut  St.,  Phila- 
delphia, Pa. 

Rocky  Mountain  Fire  Underwriters'  Association,  512  Exchange  Building, 
Denver,  Colo. 

South  Carolina  State  Fire  Prevention  Association,  405  National  L.  and 
Ex.  Bank  Building,  Columbia,  S.  C. 

South  Dakota  State  Fire  Prevention  Association,  Boyce-Greeley  Block, 
Sioux  Falls,  S.  D. 

Southeastern  Underwriters'  Association,  Equitable  Building,  Atlanta,  Ga. 

St.  Louis  Fire  Prevention  Bureau,  734  Pierce  Building,  St.  Louis,  Mo. 

Suburban  Fire  Insurance  Exchange,  123  William  St.,  New  York,  N.  Y. 

Tennessee  Inspection  Bureavi,  1034  Stahlman  Building,  Nashville,  Tenn. 

Texas  Fire  Prevention  Association,  Insurance  Building,  Dallas,  Texas. 

Underwriters'  Association  of  the  Middle  Department,  316  Walnut  St., 
Philadelphia,  Pa. 

Underwriters'   Association  of   New  York  State,  1000   Onondaga  Bank 
Building,  Syracuse,  N.  Y. 

Underwriters'  Bureau  of  Middle  and  Southern  States,  68  William  St., 
New  York,  N.  Y. 

Underwriters'  Bureau  of  New  England,  141  Milk  St.,  Boston,  Mass. 

Underwriters'  Laboratories,  Inc.,  207  East  Ohio  St.,  Chicago,  111. 

Union,  The,  76  West  Monroe  St.,  Chicago,  111. 

Virginia  Fire  Prevention  Association,  Mutual  Assurance  Society  Build- 
ing, Richmond,  Va. 

Western  Actuarial  Bureau  (Fire),  76  West  Monroe  St.,  Chicago,  111. 

Western  Canada  Fire  Underwriters'  Association,  P.  O.  Box  2973,  Winni- 
peg, Man.,  Canada. 

Western  Factory  Insurance  Association,  Insurance  Exchange,  175  \\'est 
Jackson  Boulevard,  Chicago,  111. 

Western  Sprinklered   Risk   Association,   1611    Insurance  Exchange,  175 
West  Jackson  Boulevard,  Chicago,  111. 

West  Virginia  Inspection  Bureau,  Schmulbach  Building,  Wheeling,  W.  \'a. 

West  Virginia  State  Fire  Prevention  Association,  Wheeling,  W.  Va. 

Wisconsin  Inspection  Bureau,  622  Colby-Abbot  Building,  Milwaukee,  Wis. 

Wisconsin  State  Fire  Prevention  Association,  Caswell  Block,  Milwaukee, 
Wis. 


REPRESENTATIVES    OF    ACTIVE  MEMBERS 
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REPRESENTATIVES  OF  ACTIVE  MEMBERS. 

Allen,  Dr.  Irving  C,  Petroleum  Chemist,  U.  S.  Bureau  of  Mines,  Pitts- 
burgh, Pa. 

Ames,  B.  E.,  Underwriters'  Bureau  of  New  England,  141  Milk  St.,  Boston, 
Mass. 

Andrews,  A.  B.,  Manager,  Southeastern  Underwriters'  Association,  Equit- 
able Building,  Atlanta,  Ga. 

Ballard,  Edwin  Lee,  Underwriters'  Bureavi  of  the  Middle  and  Southern 
States,  68  William  St.,  New  York,  N.  Y. 

Barrier,  E.  A.,  Associated  Factory  Mutual  Insurance  Companies,  31  Milk 
St.,  Boston,  Mass. 

Beasom,  C.  B.,  Engineer,  Associated  Factory  Mutual  Fire  Insurance  Com- 
panies, 31  Milk  St.,  Boston,  Mass. 

Beeson,  A.  G.,  Inspector,  Nebraska  Inspection  Bureau,  108  South  Four- 
teenth St.,  Omaha,  Neb. 

Benallack,  Wm.  T.,  Manager,  Michigan  Inspection  Bureau,  36  Congress 
St.,  West,  Detroit,  Mich. 

Bennett,  A.  V.,  Chief  Fire  Department,  International  Association  of  Fire 
Engineers,  Birmingham,  Ala. 

Bennett,  James,  Chief  Electrical  Inspector,  Canadian  Fire  Underwriters' 
Association,  Montreal,  P.  Q.,  Canada. 

Bird,  R.  C,  Fire  Underwriters'  Electrical  Bureau,  68  William  St.,  New 
York,  N.  Y. 

Blackall,  C.  H.,  American  Institute  of  Architects,  20  Beacon  St.,  Boston, 
Mass. 

Blauvelt,  Albert,  Associate  Manager,  Western  Factory  Insurance  Asso- 
ciation, 39  South  La  Salle  St.,  Chicago,  111. 

Blood,  Jr.,  W.  H.,  National  Electric  Light  Association,  147  Milk  St., 
Boston,  Mass. 

Blood  worth,   Sol.,   Secretary,   Louisiana   Fire   Prevention   Bureau,  809 
Hibernia  Building,  New  Orleans,  La. 

Bolton,  R.  P.,  American  Institute  of  Consulting  Engineers,  55  Liberty 
St.,  New  York,  N.  Y. 

Boone,  E.  P.,  New  York  Fire  Insurance  Exchange,  123  William  St.,  New 
York,  N.  Y. 

Booth,  Geo.  W. ,  National  Board  ot  Fire  Underwriters,  135  William  St., 
New  York,  N.  Y. 

Boudinot,  George  S.,  Secretary,  National  Association  of  Manufacturers, 
30  Church  St.,  New  York,  N.  Y. 

Boyd,  W.  S.,  The  Union,  76  West  Monroe  St.,  Chicago,  111. 

Bringhurst,   H.   W.,   Fire  Marshal,   International  Association  of  Fire 
Engineers,  Seattle,  Wash. 

Brown,  Atlee,  Manager,   Philadelphia  Suburban  Underwriters'  Associa- 
tion, 331  Walnut  St.,  Philadelphia,  Pa. 
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REPRESENTATIVES  OF  ACTIVE  MEMBERS 


Brown,  Glenn,  Secretary,  American  Institute  of  Architects,  Washington, 
D.  C. 

Brown,  J.  E.,  Inspector,  West  Virginia  Inspection  Bureau,  Schmulbach 
Building,  Wheeling,  W.  Va. 

Bruen,  A.  E.,  Inspector,  Underwriters'  Bureau  of  the  Middle  and  Southern 
States,  1705  Montgomery  Ave.,  Philadelphia,  Pa. 

Bruen,  G.  E.,  Engineer,  Electrical  Inspection  Department,  Suburban  Fire 
Insurance  Exchange,  123  William  St.,  New  York,  N.  Y. 

Burdette,  H.  E.,  Southeastern  Underwriters'  Association,  533  Equitable 
Building,  Atlanta,  Ga. 

Burnham,  H.  A.,  Associated  Factory  Mutual  Insurance  Companies,  31 
Milk  St.,  Boston,  Mass. 

Cabot,  F.  E.,  Secretary  Boston  Board  of  Fire  Underwriters,  55  Kilby  St., 
Boston,  Mass. 

Canfield,  D.  W.,  Associate  Manager,  Rocky  Mountain  Fire  Underwriters' 
Association,  512  Exchange  Building,  Denver,  Colo. 

Clarkson  H.,  Kansas  Inspection  and  Fire  Prevention  Office,  701  Jackson 
St.,  Topeka,  Kan. 

Clayton,  E.  S.,  Hudson  Inspection  Bureau,  75  Montgomery  St.,  Jersey 
City,  N.  J. 

Cleveland,  Geo.  W.,  Manager,  Cincinnati  Fire  Prevention  Bureau,  Cin- 
cinnati, Ohio. 

Clinch,  Peter,  New  Brunswick  Board  of  Fire  Underwriters,  St.  John, 
N.  B.,  Canada. 

Cole,  J.  E.,  National  Association  of  Electrical  Inspectors,  11  Wareham 
St.,  Boston,  Mass. 

Colwell,  Paul  A.,  Insurance  Association  of  Providence,  42  Weybosset 
St.,  Providence,  R.  I. 

Criss,  C.  L.,  Secretary,  American  Warehousemen's  Association,  Union 
Storage  Company,  Second  and  Liberty  Aves.,  Pittsburgh,  Pa. 

Crosby,  Wm.  W.,  F.  W.  Dean,   Inc.,  American  Institute  of  Consulting 
Engineers,  Boston,  Mass. 

Crosley,  Geo.   R.,  Wisconsin  State  Fire   Prevention  Association,  305 
Mitchell  Building,  Milwaukee,  Wis. 

Dana,  Gorham,  Manager,  The  Underwriters'  Bureau  of  New  England,  141 
Milk  St.,  Boston,  Mass. 

Danforth,   Chas.   F.,   Secretary   and   General    Inspector,  Massachusetts 
Mutual  Fire  Insurance  Union,  101  Milk  St.,  Boston,  Mass. 

Davies,  H.  J.,  Secretary,  Cleveland  Railway  Company,  Cleveland,  Ohio, 
American  Electric  Railway  Association. 

Deady,  J.    F.,   Missouri   Actuarial    Bureau,    American   Bank  Building, 
Kansas  City,  Mo. 

De  Rosset,  A.  L. ,  Secretary  North  Carolina  State  Fire  Pre\  ention  Asso- 
ciation, Charlotte,  N.  C. 

Devereux,  Washington,  Philadelphia  Fire  Underwriters'  Association,  135 
South  Fourth  St.,  Philadelphia,  Pa. 


REPRESENTATIVES  OF  ACTIVE  MEMBERS 
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Dunn,  B.  W.,  Bureau  for  Safe  Transportation  of  Explosives,  30  Vesey  St., 
New  York,  N.  Y. 

Eames,  F.  W.,  Inspector,  Factory  Insurance  Association,  Northboro, 
Mass. 

Eastman,  Samuel  C,  Secretary,  New  Hampshire  Board  of  Fire  Under- 
writers, Concord,  N.  H. 

Eldridge,  Chas.  E.,  Manager,  Kansas  Inspection  and  Fire  Prevention 
Office,  701  Jackson  St.,  Topeka,  Kan. 

Evans,  Louis  W.,  Inspector,  Association  of  Fire  Underwriters  of  Balti- 
more City,  10  South  St.,  Baltimore,  Md. 

Evans,  Powell,  National  Hardware  Association  of  the  United  States, 
National  Association  of  Sheet  Metal  Contractors  of  the  United 
States,  517  Arch  St.,  Philadelphia,  Pa. 

Fahie,  Edw.  J.,  Secretary,  Nova  Scotia  Board  of  Fire  Underwriters,  121 
Hollis  St.,  Halifax,  N.  S.,  Canada. 

Fernley,  T.  James,  Secretary  and  Treasurer,  National  Hardware  Associa- 
tion of  United  States,  505  Commerce  St.,  Philadelphia,  Pa. 

Fetter,  F.  J.,  Inspector,  Missouri  Actuarial  Bureau,  American  Bank 
Building,  Kansas  City,  Mo. 

Finnegan,  J.  B.,  Associate  Engineer,  Underwriters'  Laboratories,  Inc.,  207 
East  Ohio  St.,  Chicago,  111. 

Forster,  H.  W. ,  Engineer,  Underwriters'  Laboratories,  Inc.,  137  South 
Fifth  St.,  Philadelphia,  Pa. 

Forsyth,  J.  C,  Electrical  Inspector,  New  York  Board  of  Fire  Under- 
writers, 123  William  St.,  New  York,  N.  Y. 

Franke,  Julius,  Maynicke  and  Franke,  American  Institute  of  Architects, 
25  Madison  Sq.,  North,  New  York,  N.  Y. 

Franklin,  Thos.  Z.,  Underwriters'  Association  of  Middle  Department, 
316  Walnut  St.,  Philadelphia,  Pa. 

French,  E.  V.,  Associated  Factory  Mutual  Fire  Insurance  Companies' 
Inspection  Bureau,  31  Milk  St.,  Boston,  Mass. 

Glidden,  J.,  Chicago  Board  of  Underwriters  of  Chicago,  29  South  La  Salle 
St.,  Chicago,  111. 

Goddard,  C.  M.,  Secretary,  New  England  Insurance  Exchange,  141  Milk 
St.,  Boston,  Mass. 

Hadrill,  A.  W.,  Secretary,  Canadian  Fire  Underwriters'  Association,  524 
Coristine  Building,  Montreal,  Canada. 

Hardy,  Edward  R.,  New  York  Fire  Insurance  Exchange,  123  William  St., 
New  York,  N.  Y. 

Hatch,  E.  B.,  The  Union,  76  West  Monroe  St.,  Chicago,  111. 

Heaton,  E.  P.,  Manager,  Insurance  Department,  Canadian  Manufacturers 
Association,  506  Traders'  Bank  Building,  Toronto,  Ontario. 

Henley,  H.  C,  Chief  Inspector,  St.  Louis  Fire  Prevention  Bureau,  735 
Pierce  Building,  St.  Louis,  Mo. 

Hess,  H.  M.,  Chairm.an,  Missouri  Actuarial  Bureau,  Pierce  Building,  St. 
Louis,  Mo. 
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REPRESENTATIVES  OF  ACTIVE  MEMBERS 


Hexamer,  Chas.  A.,  Secretary,  Philadelphia  Fire  Underwriters'  Associa- 
tion, 135-141  South  Fourth  St.,  Philadelphia,  Pa. 

Hill,  C.  H.,  Underwriters'  Association  of  the  Middle  Department,  316 
Walnut  St.,  Philadelphia,  Pa. 

Hohlweck,  Thos.  P.,  Manager,  Hudson  Inspection  Bureau,  75  Montgomery 
St.,  Jersey  City,  N.  J. 

Hughes,  John  M.,  Newark  Inspection  Bureau,  756  Broad  St.,  Newark,  N.  J. 

Hull,  C.  S.,  The  Union,  76  West  Monroe  St.,  Chicago,  111. 

Humphrey,  Richard  L. ,  President,  National  Association  of  Cement  Users, 
Harrison  Building,  Philadelphia,  Pa. 

Hutchinson,  C.  W.,  Secretary,  Michigan  State  Fire  Prevention  Associa- 
tion, Oakland  Building,  Lansing,  Mich. 

Hutson,  A.  C.,  National  Board  of  Fire  Underwriters,  135  William  St., 
New  York,  N.  Y. 

Ingalls,  C.  T.,  Oklahoma  Inspection  Bureau,  Oklahoma  City,  Okla. 

Jenkins,  C.  H.,  Underwriters'  Bvireau  of  the  Middle  and  Southern  States, 
'68  William  St.,  New  York,  N.  Y. 

Johnson,  W.  M.,  Engineer,  National  Board  of  Fire  Underwriters,  135 
William  St.,  New  York,  N.  Y. 

Jones,  M.  F. ,  Inspector,  New  England  Bureau  of  United  Inspection,  71 
Kilby  St.,  Boston,  Mass. 

Jones,  Perley  B.,  Secretary,  Louisiana  State  Society  for  the  Reduction  of 
Fire  Waste,  P.  O.  Box  180,  New  Orleans,  La. 

Kahn,  Albert,  American  Institute  of  Architects,  58  Lafayette  Boulevard, 
Detroit,  Mich. 

Kendall,  Albert  L.,  Associated  Factory  Mutual  Fire  Insurance  Companies, 
31  Milk  St.,  Boston,  Mass. 

Kenlon,  John,  Chief  Fire  Department,  International  Association  of  Fire 
Engineers,  New  York,  N.  Y. 

Kenney,  John  H.,  Assistant  Secretary,   Philadelphia  Fire  Underwriters' 
Association,  135  South  Fourth  St.,  Philadelphia,  Pa. 

Kohn,  Rob't  D.,  American  Institute  of  Architects,  170  Fifth  Ave.,  New 
York,  N.  Y. 

Kunhardt,  L.  H.,  Associated  Factory  Mutual  Fire  Insurance  Companies' 
Inspection  Bureau,  31  Milk  St.,  Boston,  Mass. 

Lacount,  II.  O.,  Associated  Factory  Mutual  Fire  Insurance  Companies' 
Inspection  Bureau,  31  Milk  St.,  Boston,  Mass. 

Lawler,  G.  S.,  Associated  Factory  Mutual  Fire  Insurance  Companies,  31 
Milk  St.,  Boston,  Mass. 

Lee,  William  L.,  The  Union,  76  West  Monroe  St..  Chicago,  111. 

Loller,  W.  H.,  Chief  Fire  Department,  International  Association  of  Fire 
Engineers,  Youngstown,  Ohio. 

Lowe,  Geo.  A.,  Jr.,  Canadian  Fire  Underwriters'  Association,  27  Well- 
ington St.,  East,  Toronto,  Ontario. 


REPRESENTATIVES  OF  ACTIVE  MEMBERS 


21 


Ludlow,  Henry,  Oklahoma  State  Fire  Prevention  Association,  617  Insur- 
ance Building,  Oklahoma  City,  Okla. 

Lum,  Chas.  H.,  National  Board  of  Fire  Underwriters,  135  William  St., 
New  York,  N.  Y. 

Lyle,  W.  C,  President,  Nebraska   State   Fire   Prevention  Association, 
Omaha,  Neb. 

Mallalieu,  W.  E.,  General  Agent,  National  Board  of  Fire  Underwriters, 
135  William  St.,  New  York,  N.  Y. 

Matthews,  W.  D..  Chief  Surveyor,  Chicago  Board  of  Underwriters  of 
Chicago,  29  South  La  Salle  St.,  Chicago,  111. 

McCleary,  E.,  National  Electrical  Contractors'  Association,  423  Stevens 
Building,  Detroit,  Mich. 

McFall,  James,  Secretary  International  Association  of  Fire  Engineers, 
Roanoke,  Va. 

McKenzie,  Lee,  Board  of  Fire  Underwriters  of  the  Pacific,  P.  O.  Box 
1906,  Seattle,  Wash. 

Meek,  Chas.  E.,  Vice  President,  National  Association  of  Credit  Men, 
Fourth  National  Bank,  New  York,  N.  Y. 

Merrill,  W.  H.,  Manager,  Underwriters'  Laboratories,  Inc.,  207  East  Ohio 
St.,  Chicago,  111. 

Meyer,  A.  J.,  The  Union,  76  West  Monroe  St.,  Chicago,  III. 

Middleton,  Elliott,  Tennessee  Inspection  Bureau,  Tennessee  Trust  Build- 
ing, Memphis,  Tenn. 

Miner,  Jr.,  Alfred  N.,  Underwriters'  Bureau  of  New  England,  141  Milk 
St.,  Boston,  Mass. 

Montgomery,  F.  P.,  Newark  Inspection  Bureau,  756  Broad  St.,  Newark, 
N.  J. 

Morcom,  E.  D.,  South  Dakota  State  Fire  Prevention  Association,  Sioux 
Falls,  S.  Dak. 

Morton,  W.  H.,  Secretary,  National  Electrical  Contractors'  Association, 
94  Whitesboro  St.,  Utica,  N.  Y. 

Neuburger,  J.  M.,  West  Virginia  Fire  Underwriters'  Association,  1202 
First  National  Bank  Building,  Cincinnati,  Ohio. 

Northey,  E.  A.,  Manager,  New  England  Bureau  of  United  Inspection,  71 
Kilby  St.,  Boston,  Mass. 

Nuckolls,  A.  H.,  Chemical  Engineer,  Underwriters'  Laboratories,  Inc., 
207  East  Ohio  St.,  Chicago,  111. 

Onyx,   H.   P.,  Associated  Factory  Mutual   Fire  Insurance  Companies, 
Swarthmore,  Delaware  County,  Pa. 

Osgood,  Farley,  American  Institute  of  Electrical  Engineers,  763  Broad 
St.,  Newark,  N.  J. 

Overbagh,  Franklin,  General  Secretary,  Electrical  Supply  Jobbers'  Asso- 
ciation, 411  South  Clinton  St.,  Chicago,  111. 

Paddon,  A.  M.,  Engineer,  Underwriters'  Association  of  New  York  State, 
Syracuse,  N.  Y. 
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Page,  Will  E.,  Iowa  State  Fire  Prevention  Association,  303  Manhattan 
Building,  Des  Moines,  la. 

Parker,  J.  V.,  Western  Actuarial  Bureau  (Fire),  76  West  Monroe  St., 
Chicago,  111. 

Patton,  Alfred  G.,  New  York  Fire  Insurance  Exchange,  123  W'illiam  St., 
New  York,  N.  Y. 

Patton,  C.   H.,   Publisher,  Cleveland  Inspection  Bureau,   Plain  Dealer 
Bviilding,  Cleveland,  Ohio. 

Phillips,  H.  L.,  Manager,  Factory  Insurance  Association,  5  Haynes  St., 
Hartford,  Conn. 

Phinney,  C.  H.,  Secretary,  Associated  Factory  Mutual  Fire  Insurance 
Companies'  Inspection  Bureau,  31  Milk  St.,  Boston,  Mass. 

Pierce,  Dana,  Electrical  Engineer,  Underwriters'  Laboratories,  Inc.,  135 
William  St.,  New  York,  N.  Y. 

Pierce,  Morris  D.,   Engineer,   Louisiana   Fire   Prevention   Bureau,  809 
Hibernia  Building,  New  Orleans,  La. 

Piatt,  W.  C,  Secretary,  Independent  Petroleum  Marketers'  Association 
of  the  United  States,  Cleveland,  Ohio. 

Pond,  F.  M.,  Secretary,  Nebraska  State  Fire  Prevention  Association,  592 
Brandeis  Building,  Omaha,  Neb. 

Pope,  Ralph  W.,  Secretary,  American  Institute  of  Electrical  Engineers, 
33  West  Thirty-ninth  St.,  New  York,  N.  Y. 

Porter,  F.  H.,  Chief  Inspector,   Fire  Underwriters'  Inspection  Bureau, 
Merchants'  Exchange  Building,  San  Francisco,  Cal. 

Putnam,  Henry  H.,  Secretary,  The  National  Association  of  Local  Fire 
Insurance  Agents,  55  Kilby  St.,  Boston,  Mass. 

Reed,  S.  A.,  Manager,  Suburban  Fire  Insurance  Exchange,  123  William 
St.,  New  York,  N.  Y. 

Reed,  William,  Secretary,  Mutual  Fire  Prevention  Bureau,  Oxford,  Mich. 

Richards,  Benjamin,  Underwriters'  Bureau  of  New  England,  141  Milk  St., 
Boston,  Mass. 

Richards,  E.  U.,  National  Board  of  Fire  Underwriters,  135  William  St., 
New  York,  N.  Y. 

Richters,  J.  C,  Engineer,  Underwriters'  Association  of  New  York  State? 
Syracuse,  N.  Y. 

Riddle,  G.  W.,  Assistant  Engineer,  Underwriters'  Laboratories,  Inc.,  207 
East  Ohio  St.,  Chicago,  111. 

Robertson,  G.  M.,  Board  of  Fire  Underwriters  of  the  Pacific,  Merchants' 
Exchange  Building,  San  Francisco,  Cal. 

Robinson,  W.  C,  Chief  Engineer,  Underwriters'  Laboratories,  Inc.,  207 
East  Ohio  St.,  Chicago,  111. 

Ross,   A.   W.,  Secretary,    Mainland   Fire   Underwriters'  Association  of 
British  Columbia,  Powell  Block,  \'ancouver,  B.  C. 

Roulet,  C.  B.,  Texas  Fire  Prevention  Association,   Insurance  Building, 
Dallas,  Texas. 
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Rye,  F.  A.,  Manager,  Western  Sprinklered  Risk  Association,  Insurance 
Exchange,  Chicago,  III. 

Sanderson,  W.  G.,  The  Union,  76  West  Monroe  St.,  Chicago,  111. 

Schimmel,  R.  W.,  President,  Minnesota  State  Fire  Prevention  Associa- 
tion, 944  Plymouth  Building,  Minneapolis,  Minn. 

Schoen,  A.  M.,  Southeastern  Underwriters'  Association,  Equitable  Build- 
ing, Atlanta,  Ga. 

Schreiber,  Martin,  American  Electric  Railway  Association,  Newark,  N.  J. 

Scofield,  C.  L.,  Manager,  Sprinklered  Risk  Department,  Canadian  Fire 
Underwriters'  Association,  524  Coristine  Building,  Montreal, 
Canada. 

Seabrook,  Edwin  L.,  President,  National  Association  of  Sheet  Metal  Con- 
tractors of  the  United  States,  261  South  Fourth  St.,  Philadelphia, 
Pa. 

Sellers,  E.  M.,  Indiana  Inspection  Bureau,  1012  Lemcke  Building,  Indian- 
apolis, Ind. 

Sellers,  T.  B.,  Manager,  Ohio  Inspection  Bureau,  Hartman  Building, 
Columbus,  Ohio. 

Shafer,  J.  C,  Manager,  Cotton  Insurance  Association,  Empire  Building, 
Atlanta,  Ga. 

Sibley,  L.  P.,  Secretary  and  Treasurer,  National  Association  Master 
Gravel  and  Slag  Roofers  of  America,  17  Battery  Place,  New 
York,  N.  Y. 

Sigison,  E.  H.,  Manager,  Buffalo  Association  of  Fire  Underwriters,  94 
Dun  Building,  Buffalo,  N.  Y. 

Smedley,  Walter,  American  Institute  of  Architects,  904  Stephen  Girard 
Building,  Philadelphia,  Pa. 

Smith,  E.  C,  Western  Actuarial  Bureau  (Fire),  76  West  Monroe  St., 
Chicago,  III. 

Smith,  E.  J.,  Engineer,  Gases  and  Oils,  Underwriters'  Laboratories,  Inc., 
207  East  Ohio  St.,  Chicago,  111. 

Smith,  W.  Lincoln,  Secretary-Treasurer,  Massachusetts  Association  of 
Municipal  Electrical  Inspectors,  Concord,  Mass. 

Sowards,  Wm.,  Kentucky  State  Fire  Prevention  Association,  Keller 
Building,  Louisville,  Ky. 

Sparkman,"  S.  T.,  President,  South  Carolina  State  Fire  Prevention  Asso- 
ciation, Columbia,  S.  C. 

Stanton,  Howard  L.,  Chief  Engineer,  Fire  Department,  International 
Association  of  Fire  Engineers,  Norwich,  Conn. 

Steward,  P.  D.  C,  Philadelphia  Fire  Underwriters'  Association,  135 
South  Fourth  St.,  Philadelphia,  Pa. 

Stewart,  F.  J.  T.,  Superintendent  of  Surveys,  New  York  Board  of  Fire 
Underwriters,  123  William  St.,  New  York,  N.  Y. 

Stillman,  Alfred,  Secretary,  Executive  Committee,  Board  of  Fire  Under- 
writers of  the  Pacific,  Merchants'  Exchange  Building,  San  Fran- 
cisco, Cal. 
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Stonej,  William  A.,  Manager,  Underwriters'  Bureau  of  the  Middle  and 
Southern  States,  68  William  St.,  New  York,  N.  Y. 

Stradling,  A.  P.,  Philadelphia  Fire  Underwriters'  Association,  135  South 
Fourth  St.,  Philadelphia,  Pa. 

Strong,  Mason  R.,  American  Institute  of  Consulting  Engineers,  7  Wall 
St.,  New  York,  N.  Y. 

Strong,  R.  P.,  Louisiana  Fire  Prevention  Bureau,  809  Hibernia  Building, 
New  Orleans,  La. 

Strong,  R.   R.,   Rocky  Mountain   Fire   Underwriters'   Association,  224 
Central  Block,  Pueblo,  Colo. 

Sturgis,  R.  Clipston,  American  Institute  of  Architects,  120  Boylston  St., 
Boston,  Mass. 

Sullivan,  J.  R.,  Sprinkler  Inspector,  Milwaukee  Board  of  Fire  Under- 
writers, Mitchell  Building,  Milwaukee,  Wis. 

Sweetland,  Ralph,  Engineer,  New  England  Insurance  Exchange,  141  Milk 
St.,  Boston,  Mass. 

Taylor,  David  B.,  Secretary,  Mississippi  Inspection  and  Advisory  Rating 
Company,  Vicksburg,  Miss. 

Taylor,  Fitzhugh,  Consulting  Engineer,  Underwriters'  Laboratories,  Inc., 
207  East  Ohio  St.,  Chicago,  111. 

Teague,  W.  O.,  Factory  Mutuals'  Laboratories,  31  Milk  St.,  Boston,  Mass. 

Tenney,  Theo.  S.",  American  Institute  of  Consulting  Engineers,  87  Nassau 
St.,  New  York,  N.  Y. 

Thayer,   Henry  V.,  Boston  Board  of  Fire  Underwriters,  55  Kilby  St., 
Boston,  Mass. 

Ticknor,  W.   H.,  Engineer,  Fire  Underwriters'  Inspection  Bureau,  908 
Merchants'  Exchange  Building,  San  Francisco,  Cal. 

Tousley,  V.  H,,  City  Electrical  Inspector,  Western  Association  of  Elec- 
trical Inspectors  (Associate),  Chicago,  111. 

Townsend,  E.  R.,  The  Union,  76  West  Monroe  St.,  Chicago,  111. 

Trimble,  R.  J.,  Board  of  Fire  Underwriters  of  Allegheny  County,  Com- 
monwealth Building,  Pittsburgh,  Pa. 

Waid,  D.  Everett,  American  Institute  of    Architects,    1  Madison  Ave., 
New  York,  N.  Y. 

Waller,  J.  M.,  Secretary,  Virginia  State  Fire  Prevention  Association,  Mu- 
tual Assurance  Society  Bldg.,  Richmond,  Va. 

Walling,    Kelsey   L. ,    Superintendent  Toledo   Branch    Ohio  Inspection 
Bureau,  Spitzer  Building,  Toledo,  Ohio. 

Walsh,  John  H.,  President  Missouri  State    Fire  Prevention  Association, 
American  Bank  Building,  Kansas  City,  Mo. 

Warner,  J.  Foster,  American  Institute  of  Architects,  1036  Granite  Build- 
ing, Rochester,  N.  Y. 

Warnshuis,  J.  W. ,  Iowa  State  Fire  Prevention  Association,  Des  Moines, 
la. 
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Welch,  L.  R.,  Massachusetts  Mutual  Fire  Insurance  UnioUj  Fitchburg, 
Mass. 

Wentworth,  Franklin  H.,  Engineer,  Underwriters'  Laboratories,  Inc.,  87 
Milk  St.,  Boston,  Mass. 

Wheeler,  Clem  E.,  Kentucky  Actuarial  Bureau,  Louisville,  Ky. 

White,  Wm.  B.,  New  York  Board  of  Fire  Underwriters,  123  William  St., 
New  York,  N.  Y. 

Whiteley.  A.  S.,  Secretary,  West  Virginia  Fire  Underwriters'  Association, 
Wheeling,  W.Va. 

Wiederhold,    Louis,    Jr.,    Secretary,    Underwriters'   Association   of  the 
Middle  Department,  316  Walnut  St.,  Philadelpia,  Pa. 

Wilbor,  Anson  G.,  Factory  Insurance  Association,  5  Haynes  St.,  Hart- 
ford, Conn. 

Wilder,  F.  H.,  Secretary,  North  Dakota  State  Fire  Prevention  Associa- 
tion, Fargo,  N.  Dak. 

Willet,  Chas.  E.,  Chief  Inspector,  Association  of  Fire  Underwriters  of 
Baltimore  City,  10  South  St.,  Baltimore,  Md. 

Wood,  Clark  O.,  Ohio  State  Fire  Prevention  Association,  601  New  Hayden 
Building,  Columbus,  Ohio. 

Woodward,  G.  W. ,  Factory  Insurance  Association,  794  Main  St.,  Worces- 
ter, Mass. 

Woolson.  Ira  H.,  National  Board  of  Fire  Underwriters,  135  William  St., 
New  York,  N.  Y. 

Worcester,  J.  R.,  American  Institute  of  Consulting  Engineers,  79  Milk 
St.,  Boston,  Mass. 

Wynkoop.  H.  S.,  Bureau  of  Electrical  Inspection,  City  of  New  York 
(Associate),  12  Park  Row,  New  York,  N.  Y. 
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HONORARY  LIFE  MEMBERS. 

1901    Crosby,  Uberto  C,  United  States  Manager,  Royal  Exchange  Assur- 
ance, 92  William  St.,  New  York,  N.  Y. 


1906  Eddy,  Henry  C,  Resident  Secretary,  Commercial  Union  Assurance 
Company,  and  Palatine  Insurance  Company,  76  West  Monroe  St., 
Chicago,  111. 


1908    Anderson,  W.  A.,  Ex-superintendent,  New  York  Board  of  Fire 
Underwriters,  123  William  St.,  New  York,  N.  Y. 
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ASSOCIATE. 


A 

Abbottj  Cushman,  Room  1206,  20  West  Jackson  Boulevard,  Chicago,  111. 

Abbott,  W.  S.,  State  Agent,  North  British  &  Mercantile  Insurance  Com- 
pany, 616  Chamber  of  Commerce,  Detroit,  Mich. 

Achenbach,  W.  G.,  Special  Agent,  Continental  Insurance  Company,  P.  O. 
Box  72,  Houston,  Texas. 

Acme  Sheet  Metal  Works,  1010  Jefferson  St.,  Kansas  City,  Mo. 

Adam  Electric  Company,  The  Frank,  914  Pine  St.,  St.  Louis,  Mo. 

Adams,  Carleton  E.,  10  South  Montpelier  Ave.,  Atlantic  City,  N.  J. 

Adams,  Henry,  Consulting  Engineer,  859  Calvert  Building,  Baltimore,  Md. 

Adderly,  J.  C,    Special   Agent,  Millers    National  Insurance  Company, 
5255  Magnolia  Ave.,  Chicago,  111. 

Addis,  Leonard  M.,  Fire  Insurance,  318  Walnut  St.,  Philadelphia,  Pa. 

Adkins,  James  C,  Royal  Insurance  Company,  Limited,  1422  F  St.,  N.  W., 
Washington,  D.  C. 

Adlev,  H.  Antill,  Secretary,  Canterbury  Fire  Underwriters'  Association, 
170  Hereford  St.,  Christchurch,  New  Zealand. 

Affeld,    F.    O.,    Manager,    Hamburg-Bremen   Insurance   Company,  123 
William  St.,  New  York,  N.  Y. 

Ahern,  J.  F.,  Assistant  Engineer,  Underwriters'  Laboratories,  Inc.,  207 
East  Ohio  St.,  Chicago,  111. 

Alaska  Refrigerator  Company,  The,  Muskegon,  Mich. 

Alberta  Agencies,  Ltd.,  Edmonton,  Alberta,  Canada. 

Albertson,  Walter  B.,  Inspector,  with  Wm.  Arrott,  431  Walnut  St.,  Phila- 
delphia, Pa. 

Alden,  Frank  W.,  State  Agent,  Home  Insurance  Company  of  New  York, 
61  Elm  St.,  Waterville,  Me. 

Alexander,  C.  E.,  General  Agent,  Ohio  Millers'  Mutual  Fire  Insurance 
Company,  Canton,  Ohio. 

Alexander,  Lane  B.,  German  American  Insurance  Company,  P.  O.  Box 
175,  Parkersburg,  W.  Va. 

Alexander,  Wm.  F.,  of  Alexander  &  Alexander,  Clarksburg,  Harrison 
County,  W.  Va. 

Allen,  A.  E.,  Westinghouse  Electric  &  Manfg.  Company,  165  Broadway, 
New  York,  N.  Y. 


28 


ASSOCIATE  MEMBERS 


Allen,  C.  L. ,  General  Manager,  care  Norton  Company,  Worcester,  Mass. 

Allen,  Geo.  B.,  Mill  Architect  and  Civil  Engineer,  193  Ashley  St.,  Hart- 
ford, Conn. 

Allen,  Irving  C,  Chemist,  Bureau  of  Mines  U.  S.,  Pittsburgh,  Pa. 

Allen,  W.  G.,  Vice  President,  Automatic  Sprinkler  Company  of  America, 
Akron,  Ohio. 

Allen,  W.  H.,  Insurance  Superintendent,   International  Harvester  Com- 
pany, Harvester  Building,  Chicago,  111. 

Allen,  W.  J.,  Inspector,  Western  Actuarial  Bureau,  76  West  Monroe  St., 
Chicago,  111. 

Allen,  W.  R.,  General  Agent,  Royal  Sun,  Quebec,  Union  and  Northwest 
Fire  Insurance  Companies,  Winnipeg,  Manitoba,  Canada. 

Allen-Bradley  Company,  Manufacturers  of  Rheostats,  495-497  Clinton 
St.,  Milwaukee,  Wis. 

Alley,  Walter  S.,  General  Agent,  North  British  and  Mercantile  Insurance 
Company,  76  William  St.,  New  York,  N.  Y. 

Ailing,  C.  R. ,  Assistant  Engineer,  Underwriters'  Laboratories,  Inc..  207 
East  Ohio  St.,  Chicago,  111. 

Allis,  W.  E.,  Insurance  Engineer,  802  Court  St.,  Syracuse,  N.  Y. 

Altoona  Mechanics  Library,  Altoona,  Pa. 

Alvarez,  Arthur  C,  Instructor  in  Civil  Engineering,  University  of  Cali- 
fornia, 1909  Dwight  Way,  Berkeley,  Cal. 

Alzen,  Carl  A.,  Inspector,  Royal  Insurance  Company,  160  West  Jackson 
Boulevard,  Chicago,  111. 

American  Appraisal  Company,  G.  R.  Colburn,  Milwaukee,  Wiss. 

American  School  of  Correspondence,  Fifty-eighth  St.  and  Drexel  Ave., 
Chicago,  111. 

Ames,  Bertram  E.,  Inspector,  Underwriters'  Bureau  of  New  England,  141 
Milk  St.,  Boston,  Mass. 

Amonson,  Louis  S.,  President,  People's  National  Fire  Insurance  Com- 
pany, 307  Walnut  St.,  Philadelphia,  Pa. 

Ancona,  Daniel  F.,  P.  O.  Box  447,  Reading,  Pa. 

Anderson,  B.  L.,  Ormsby,  Clapp  &  Anderson,  Ltd.,  10  Adelaide  St., 
East,  Toronto,  Ontario,  Canada. 

Anderson,  D.  B.,  Assistant  to  the  Manager,  Underwriters'  Laboratories, 
Inc.,  207  East  Ohio  St.,  Chicago,  111. 

Anderson,  El  ward  S.,  Special  Agent,  Liverpool  &  London  &  Globe  Insur- 
ance Company,  35  Exchange  St.,  Portland,  Me. 

Anderson,  Emil,  Electrical  Inspector,  1236  Plymouth  Building.  Minne- 
apolis, Minn. 

Anderson,  Henry,  Jr.,  Inspector,  Automatic  Sprinkler  Department,  New 
York  Fire  Insurance  Exchange,  123  William  St.,  New  York,  N.  Y. 

Anderson,  H.  B.,  Surveyor,  Inspection  Department.,  New  York  Board  of 
Fire  UnderwriteVs,  123  William  St.,  New  York,  N.  Y. 
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Anderson,  John  McC,  Resident  Secretary,  North  British  and  Mercantile 
Insurance  Company,  234  Pine  St.,  San  Francisco,  Cal. 

Anderson,  Thomas  H.,  Liverpool  &  London  &  Globe  Insurance  Company, 
New  Orleans,  La. 

Anderson,  Wm.  J.,  Porter  &  Anderson,  19  Liberty  St.,  New  York,  N.  Y. 

Andreen,  G.,  with  Omaha  Safe  &  Iron  Works,  102-106  South  Tenth  St., 
Omaha,  Neb. 

Apperson,  A.  H.,  Electrician,  Southeastern  LTnderwriters'  Association, 
Box  778,  Richmond,  Va. 

Arbuckle  Brothers,  Sugar  Refiners  and  Coffee  Merchants,  Foot  of  Jay  St., 
Brooklyn/N.  Y. 

Archer,  E.  S.,  Special  Agent,  German  American  Insurance  Company,  36 
Pearl  St.,  Hartford,  Conn. 

Arend,  A.  C,  Consulting  Engineer,  Brandeis  Building,  Omaha,  Neb. 

Armour  Institute  of  Technology  Library,  Thirty-third  St.  and  Armour 
Ave.,  Chicago,  111. 

Armstrong,  B.  M.,  care  Robinson  &  Black,  Winnipeg,  Manitoba,  Canada. 

Armstrong,  Chas.  N.,  General  Insurance  Agent,  Chamber  of  Commerce 
Building,  Buffalo,  N.  Y. 

Armstrong,  M.   R.,   Insurance  Examiner,  American  Central  Insurance 
Company,  816  Olive  St.,  St.  Louis,  Mo. 

Arnold,  H.  W.,  The  Jeffreys  Manufacturing  Company,  Columbus,  Ohio. 

Artz,  A.  L.,  Inspector,  Lumber  Mutual  Fire  Insurance  Company,  141 
Milk  St.,  Boston,  Mass. 

Asbestos  Protected  Metal  Company,  Beaver  Falls,  Pa. 

Ashley,  W.  Osborne,  President,  E.  F.  Ashley  Company,  Insurance  Build- 
ing, Main  St.,  Rochester,  N.  Y. 

Ashton  Valve  Company,  The,  271  Franklin  St.,  Boston,  Mass. 

Asmus,  Chas.  R.,  General  Fire  Extingviisher  Company,  801  Capitol  Trust 
Building,  Columbus,  Ohio. 

Asmus,  William  G.,  Assistant  Insurance  Expert,  American  Electric  Rail- 
way Association,  712  Electric  Building,  Cleveland,  Ohio. 

Association  of  American  Portland  Cement  Manvifacturers,  Land  Title 
Building,  Philadelphia,  Pa. 

Atkinson,  J.  J.,  Assistant  Secretary,  Royal  Insurance  Company,  1  North 
John  St.,  Liverpool,  England. 

Atkinson,  U.  S.,  Assistant  Manager,  Royal  Insurance  Company,  Limited, 
84  Columbia  Ave.,  Atlanta,  Ga. 

Atwater,  J.  B.,  of  Wm.  C.  Atwater  &  Sons,  40  Elizabeth  St.,  Derby,  Conn. 

Austin,  Frank  Lyman,  Architect,  Burlington,  Vt. 

Automatic  Sprinkler  Company  of  America,  123-133  William  St.,  New 
York,  N.  Y. 

Automobile  Mutual  Insurance  Company  of  America,  The,  712  Grosvenor 
Building,  Providence,  R.  I. 

Avery  Company,  Peoria,  111. 
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B 

Babb,  George  W.,  Manager,  Northern  Insurance  Company,  55  John  St.. 
New  York,  N.  Y. 

Badger  Fire  Extinguisher  Company,  34  Portland  St.,  Boston,  Mass. 

Bailey,  Elmer  B.,  State  Agent,  Home  Insurance  Comi:)any,  Burlington,  Vt. 

Baillie,  Arthur  C,  Manager,  Nova  Scotia  Fire  Insurance  Company,  P.  O. 
Box  320,  Halifax,  N.  S.,  Canada. 

Baker,  A.  C,  Inspector,  Northwestern  Mutual  Fire  Association,  809  Cen- 
tral Building,  Los  Angeles,  Cal. 

Baker,  H.,  General  Manager,  Cincinnati,  New  Orleans  and  Texas  Pacific 
Railway  Company,  66  Ingalls  Building,  Cincinnati,  Ohio. 

Baker,  H.  A.,  Canada  National  Fire  Insurance  Company  of  Winnipeg. 
1151  Seaton  St.,  Vancouver,  B.  C,  Canada. 

Baker,  H.  G.,  with  Ormsby,  Clapp  &  Anderson,  Limited,  17  Park  Ave., 
Montreal,  P.  Q.,  Canada. 

Baker,  L.  H.,  Assistant  Secretary,  Michigan  Millers  Mutual  Fire  Insur- 
ance Company,  Lansing,  Mich. 

Baker,  Robt.  C,  Assistant  Superintendent,  Room  248,  29  South  La  Salle 
St.,  Chicago,  111. 

Baker,  R.  T.,  Special  Agent,  Queen  Insurance  Company,  Fargo,  N.  D. 

Balch,  F.  D.  P.,  Superintendent,  Sprinklered  Risk  Department,  Liver- 
pool &  London  &  Globe  Insurance  Company,  45  William  St., 
New  York,  N.  Y. 

Balch  &  Beardsley,  Architects,  38  West  Thirty-second  St.,  New  York,  N.  Y. 

Ball,  George  Frank,  Insurance  Broker,  Keene,  N.  H. 

Ball,  Walter  J.,  Manager,  J.  B.  Davis  &  Son,  Box  1877,  Seattle,  Wash. 

Ballard,  Edwin  Lee,  Underwriters'  Bureau  of  the  Middle  and  Southern 
States,  68  William  St.,  New  York, 'N.  Y. 

Ballard,  Nelson  B.,  Fire  Insurance  Agent,  Barre,  Vt. 

Ballard,  Wm.  M.,  Branch  Secretary,  Commercial  Union  Assurance  Com- 
pany, 58  William  St.,  New  York,  N.  Y. 

Ballin,  Rudolph,  Fayion  Ballin  &  Co.,  34  Pine  St.,  New  York,  N.  Y. 

Ballinger,  Walter  F. ,  of  Ballinger  &  Perrott,  Bovertown  Building,  1211 
Arch  St.,  Philadelphia,  Pa. 

Banash,  J.  I.,  Engineer,  Underwriters'  Laboratories,  Inc..  207  East  Ohio 
St.,  Chicago,  111. 

Bancroft,  Frank,  Special  Agent,  Union  Assurance  Society  of  London, 
East  Orange,  N.  J. 

Banfil,  W.  H.,  General  Manager,  Standard  Extinguisher  Company,  24 
Binford  St.,  South  Boston,  Mass. 

Barber,  Thomas,  Jr.,  Special  Agent,  Winston-Salem,  N.  C. 

Barbour,  R.  A.,  Secretary,  Berkshire  Mutual  Fire  Insurance  Company, 
P.  O.  Box  1604,  Pittsfield,  Mass. 
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Barbour,  R.  P.,  Assistant  General  Agent,  North  British  &  Mercantile 
Insurance  Company,  76  William  St.,  New  York,  N.  Y. 

Barclay,  W.  A.,  Inspector,  Continental  Insurance  Company,  3933  West 
Monroe  St.,  Chicago,  111. 

Barden,  J.  C,  Superintendent,  Leakage  Department,  The  Aetna  Accident 
&  Liability  Company,  Hartford,  Conn. 

Barendt,  Paul  O.,  Foreign  Fire  Superintendent,  92  Cheapside,  London, 
E.  C,  England. 

Barker,  J.  D.,  care  The  Sherwin-Williams  Company,  897  Centre  St.,  Mon- 
treal, P.  Q.,  Canada. 

Barkley,  E.  L.,  Special  Agent,  with  G.  L.  Meyers  &  Co.,  General  Agents, 
276  Lewis  St.,  Memphis,  Tenn. 

Barnes,  Fred  B.,  State  Agent,  North  British  &  Mercantile  Insurance 
Company,  Oshkosh,  Wis. 

Barnes,  H.  L.,  Special  Agent,  North  British  &  Mercantile  Insurance 
Company,  Lock  Box  22,  Oshkosh,  Wis. 

Barnes,  W.  C,  Manager,  General  Fire  Extinguisher  Company,  504  Insur- 
ance Building,  Dallas,  Texas. 

Barnett,  R.  B.,  Special  Agent,  629  Equitable  Building,  Atlanta,  Ga. 

Barnwell,  W.  H.,  Inspector,  Southeastern  Underwriters'  Association, 
P.  O.  Box  778,  Richmond,  Va. 

Barr,  N.  R.,  Underwriters'  Laboratories,  Inc.,  207  East  Ohio  St.,  Chicago, 
111. 

Barr  &  Anderson,  114  Hasting  St.,  West,  Vancouver,  B.  C. 

Barrett,  John  E.,  Superintendent,  Tracks,  Bridges,  Buildings,  Lehigh  & 
Hudson  River  Railway  Company,  Warwick,  Orange  County, 
N.  Y.  " 

Barrow,  E.  R.,  care  State  Insurance  Board,  Austin,  Texas. 

Barry,  Arthur,  Manager,  Royal  Exchange  Assurance,  Corner  St.  Francois 
Xavier  and  St.  Sacrament  Sts.,  Montreal,  P.  Q.,  Canada. 

Barry,  Charles  H.,  Manager,  Pennsylvania  Fire  Insurance  Company,  76 
West  Monroe  St.,  Chicago,' 111. 

Bartlett,  Martin  F.,  Special  Agent,  Queen  Insurance  Company,  Waterville, 
Me. 

Barton,  Philip  P.,  General  Manager,  Niagara  Falls  Power  Company, 
Niagara  Falls,  N.  Y. 

Barton,  Stephen  E.,  Manager,  Starkweather  &  Shepley,  4  Liberty  Sq., 
Boston,  Mass. 

Barton,  W.  R.,  Fire  Prevention  Inspector,  509  Missouri  Pacific  Building, 
St.  Louis,  Mo. 

Bartusch,  A.  J.,  Inspector,  Haskell,  Miller  &  Company,  Insurance  Agents, 
175  West  Jackson  Boulevard,  Chicago,  111. 

Bass,  Herbert  L.,  &  Co.,  Architects,  1139  Indiana  Pythian  Building, 
Indianapolis,  Ind. 
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Bates,  Alex.  J.,  Special  Agent  for  Eastern  New  York,  New  York  Under- 
writers' Agency,  P.  O.  Box  263,  Albany,  N.  Y. 

Bathurst,  S.  A.,  Insurance  Agent,  care  Messrs.  Martin  &  Hargreaves,  107 
Second  Ave.,  South,  Saskatoon,  Sask.,  Canada. 

Bay  State  Insulated  Wire  &  Cable  Company,  Hyde  Park  District,  Boston, 
Mass. 

Bayle,  E.  J.,  General  Engineer,  American  Beet  Sugar  Company,  1530 
Sixteenth  St.,  Denver,  Colo. 

Beard,  I.  B.,  Special  Agent,  St.  Paul  Fire  and  Marine  Insurance  Com- 
pany, Tennessee  Trust  Building,  Memphis,  Tenn. 

Beardsley,  C.  D.,  Branch  Manager,  Tennessee  Inspection  Bureau,  808 
Knoxville  Banking  &  Trust  Building,  Knoxville,  Tenn. 

Beardsley,  Elliot  G.,  State  Agent,  Home  Insurance  Company,  670  Main 
St.,  Hartford,  Conn. 

Beasom,  C.  B.,  Engineer  and  Inspector,  Associated  Factory  Mutual  Fire 
Insurance  Companies,  31  Milk  St.,  Boston,  Mass. 

Beaver,  Alexander,  Inspector,  Western  Factory  Insurance  Association, 
Tavistock  Hotel,  Cleveland,  Ohio. 

Beck,  Harry  M.,  Special  Agent,  Queen  Insurance  Company,  Boston 
Building,  Denver,  Colo. 

Beck,  Henry  P.,  Building  Inspector,  Richmond,  Va. 

Beddall,  E.  K.,  of  E.  K.  Beddall  &  Company,  Inc.,  Insurance,  91  William 
St.,  New  York,  N.  Y. 

Beers,  William  L.,  Fire  Marshal,  258  Prospect  St.,  Brooklyn,  N.  Y. 

Beers,  Kenison  &  Co.,  Galveston,  Texas. 

Beggin,  Wm.  T.,  Deputy  Chief,  Commanding  Eighth  Division,  New  York 
Fire  Department,  18  Britton  St.,  West  New  Brighton,  Staten 
Island,  N.  Y. 

Belcher,  W.  E.,  care  H.  M.  Byllesby  &  Co.,  175  West  Jackson  Boule- 
vard, Chicago,  111. 

Bell,  George  H.,  General  Agent,  North  British  &  Mercantile  Insurance 
Company,  76  William  St.,  New  York,  N.  Y. 

Bell,  Joseph  J.,  Inspector  with  Ormsby,  Clapp  &  Anderson,  Limited,  10 
Adelaide  St.,  East,  Toronto,  Ontario,  Canada. 

Bell,  Sydney  S.,  Manager,  New  Zealand  Insurance  Companv,  P.  O.  Box 
466,  Cape  Town,  South  Africa. 

Bell  Telephone  Company  of  Canada,  Montreal,  P.  Q.,  Canada. 

Bellefeuille,  A.  de.  Inspector,  62  St.  James  St.,  Montreal,  P.  Q. .  Canada. 

Bellows,  F.  L. ,  Manager,  Sprinkler  Department,  Kellogg,  Mackay, 
Cameron  Company,  419  West  Eighteenth  St.,  Chicago,  111. 

Bemis  Brothers'  Bag  Company,  40  Central  St.,  Boston,  Mass. 

Bemis  Brothers'  Bag  Company,  1000  Sansome  St.,  San  Francisco.  Cal. 

Benjamin,  Fred  E. ,  Special  Agent,  North  British  &  Mercantile  Insurance 
Company,  406  Telegraph  Building,  Harrisburg,  Pa. 
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Benjamin  Electric  Manufacturing  Company,  120-128  South  Sangamon  St., 
Chicago,  111. 

Benjamin  &  Hastings,  Inc.,  Insurance,  56  Maiden  Lane,  New  York,  N.  Y. 

Bennett,  A.  V.,  Chief  of  Fire  Department,  Birmingham,  Ala. 

Bennett,  James,  Chief  Electrical  Inspector,  Canadian  Fire  Underwriters' 
Association,  Montreal,  P.  Q.,  Canada. 

Bennett,  J.  W.,  Inspector,  Ormsby,   Clapp  &  Anderson,  Ltd.,  47  Elma 
Block,  Calgarj,  Alberta,  Canada. 

Berdan,  W.  S.,  General  Agent,  North  British  &  Mercantile  Insurance 
Company,  76  William  St.,  New  York,  N.  Y. 

Berg,  Arthur,  Manager,  Bishop  Insurance  Agency,  Ltd.,  P.  O.  Box  854, 
Honolulu,  T.  H. 

Berg,  Charles  I.,  Architect,  331  Madison  Ave.,  New  York,  N.  Y. 

Bergen,  John,  Royal  Fire  Insurance  Company,  Ltd.,  84  William  St.,  New 
York,  N.  Y. 

Berger  Manufacturing  Company,  The,  Department  L,  Canton,  Ohio. 

Besse,  Irvin,  Victor  Manufacturing  Company,  Newburyport,  Mass. 

Besse,  Stanley,  Inspector,  Factory  Insurance  Association,  P.  O.  Box  289, 
Richmond,  Va. 

Best,  Alfred  M.,  Company,  Inc.,  Publishers  of  Insurance  Reports,  100 
William  St.,  New  York,  N.  Y. 

Bethune,  Cecil,  of  Dewar  &  Bethune,  General  Agents,  Central  Chambers, 
Ottawa,  Ontario,  Canada. 

Bevier,  Benjamin,  Special  Agent,  Queen  Insurance  Company  of  America, 
419  Walnut  St.,  Philadelphia,  Pa. 

Beyer,  Alvan  D.,  Insurance,  Insurance  Engineering,  409-411  Norristown 
Trust  Building,  Norristown,  Pa. 

Bickford,  S.  E.,  Southern  Special  Agent,  Norwich  Union  Fire  Insurance 
Society,  Ltd.,  Hampton,  Va. 

Biebinger,  O.  L.,  Secretary,  Mallinckrodt  Chemical  Works,  3600  North 
Second  St.,  St.  Louis,  Mo, 

Biersach  &  Niedermeyer  Company,  Manufacturers  of  Fireproof  Windows, 
220  Fifth  St.,  Milwaukee,  Wis. 

Binnie,  J.  W.,  Deputy  Manager,  Liverpool  &  London  &  Globe  Insurance 
Company,  Montreal,  Quebec,  Canada. 

Birch,  W.    H.,   Superintendent,    Fidelity-Phoenix   Insurance  Company, 
Winnipeg,  Manitoba,  Canada. 

Birchenough,  Arthur,  District  Secretary,  Underwriters'  Association  of 
New  York  State,  51  State  St.,  Albany,  N.  Y. 

Bird,   Robert  C,   Inspector,   Fire  Underwriters'  Electrical  Bureau,  68 
William  St.,  New  York,  N.  Y. 

Bisbee,  W.  T.,  Special  Agent,  National  Fire  Insurance  Company,  175 
West  Jackson  Boulevard,  Chicago,  111. 

Bissell,  Paul  A.,  Inspection  and  Engineering  Department,  John  C.  Paige 
&  Company,  65  Kilby  St.,  Boston,  Mass. 
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Blackall,  C.  H.,  Architect,  20  Beacon  St.,  Boston,  Mass. 

Blair,  Burton  D.,  Surveyor,  Philadelphia  Contributionship,  212  South 
Fourth  St.,  Philadelphia,  Pa. 

Blake,  A.  W.,  Assistant  Secretary,  London  and  Lancashire  Insurance 
Company,  Box  1016,  Winnipeg,  Manitoba,  Canada. 

Blake,  E.  E.,  Special  Agent,  Calumet  Insurance  Company  of  Illinois,  768 
Ostrom  Ave.,  Syracuse,  N.  Y. 

Blake,  E.  H.,  with  John  C.  Paige  &  Co.,  65  Kilby  St.,  Boston,  Mass. 

Blake,  F.  M.,  Superintendent,  Special  Risk  Department,  Phoenix  Insur- 
ance Company,  Hartford,  Conn. 

Blaugas  Company  of  America,  381  Fourth  Ave.,  New  York,  N.  Y. 

Bleichroeder,  Paul,  care  Wilcox,  Peck  &  Hughes,  3  South  William  St., 
New  York,  N.  Y. 

Bliss,  R.  B.,  General  Fire  Extinguisher  Company,  Atlanta,  Ga. 

Blodgett,  E.  E.,  Special  Agent,  North  British  &  Mercantile  Insurance 
Company,  175  West  Jackson  Boulevard,  Chicago,  III. 

Blood,  W.  H.,  Jr.,  National  Electric  Light  Association,  147  Milk  St., 
Boston,  Mass. 

Blossom,  George  W.,  with  Fred  S.  James  &  Co.,  175  West  Jackson  Boule- 
vard, Chicago,  111. 

Blumenthal,  A.  M.,  Chicago  Board  of  Underwriters,  175  West  Jackson 
Boulevard,  Chicago,  111. 

Board  of  Fire  Underwriters,  Electric  Building,  Butte,  Mont. 

Board  of  Trade,  James  M.  Reilly,  Secretary,  Newark,  N.  J. 

Board  of  Trade,  Frank  G.  Morley,  Secretary,  Toronto,  Ontario,  Canada. 

Board  of  Trade,  Herbert  N.  Davison,  Secretary,  Worcester,  Mass. 

Boardman,  Thos.,  Inspector,  Factory  Insurance  Association,  care  Green's 
Hotel,  Eighth  and  Chestnut  Sts.,  Philadelphia,  Pa.  ' 

Bockius,  C,  Assistant  Chemical  Engineer,  Underwriters'  Laboratories. 
Inc.,  207  East  Ohio  St.,  phicago,  111. 

Bodwell,  Royal  H.,  Special  Agent,  Granite  State  Fire  Insurance  Com- 
pany, Augusta,  Me. 

Boniface,  A.  O.,  Special  Agent,  Underwriters'  Laboratories,  Inc..  207 
East  Ohio  St.,  Chicago,  111. 

Bonney,  J.  H.,  Special  Agent,  North  British  &  Mercantile  Insurance 
Company,  316  Fourth  Ave.,  Pittsburgh.  Pa. 

Bonstin,  Elmer  W.,  with  Christensen  &  Goodwin,  241  Sansome  St.,  San 
Francisco,  Cal. 

Boone,  E.  P.,  Superintendent  of  the  Automatic  Sprinkler  Department. 

New  York  Fire  Insurance  Exchange.  123  William  St..  New  York. 
N.  Y. 

Booth,  George  VV^,  Chief  Engineer,  Committee  on  Fire  Prevention, 
National  Board  of  Fire  Underwriters,  135  William  St..  New  York. 
N.  Y. 
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Booth-Coulter  Copper  &  Brass  Co.,   Ltd.,  115  Sumach  St.,  Toronto^ 
Ontario,  Canada. 

Boro  of  Glen  Ridge,  Glen  Ridge,  X.  J. 

Boston  Lightning  Rod  Company.  Old  South  Building,  Boston,  Mass. 

Boston  Public  Library,  H.  G.  Wadlin,  Librarian.  Boston,  Mass. 

Boston  Society  of  Civil  Engineers,  715  Tremont  Temple,  Boston,  Mass. 

Bosvvorth,  F.  E. ,  Examiner,  Hartford  Fire  Insurance  Company,  3  Sherman 
St.,  Hartford,  Conn. 

Bouhvare,  L.  F.,  P.  O.  Box  8,  San  Angelo,  Texas. 

Bourne,  Edward,  Jr.,  Special  Agent,  North  British  &  Mercantile  Insur- 
ance Company,  Hennen  Building,  New  Orleans,  La. 

Bowen,  Geo.  H..  Superintendent.  Boston  Automatic  Fire  Alarm  Company, 
141  Milk  St.,  Boston,  Mass. 

Bowers.  C  F.,  Secretary,  Citizens  Mutual  Insurance   Company,  141  Milk 
St.,  Boston,  Mass. 

Bowman,  O.  S.,  care  Sulzberger  &  Sons  Company,  Kansas  City,  Kan. 
Bowser,  S.  F.,  &  Compan}',  Inc.,  Fort  Waj'ne,  Ind. 

Boyd,  James,  President  of  James  Boyd  &  Brother,  Inc.,  Manufacturers  of 
Fire  Appliances,  Twenty-fifth  and  Wharton  Sts.,  Philadelphia,  Pa. 

Boyd,  William  S.,  Electrical  Inspector,  39  South  Washington  St.,  Hins- 
dale, 111. 

Boyer,  W.  W. ,  Secretary,  Minnesota  Fire  Insurance  Company,  Chatfield, 
Minn. 

Bovle,  Oswald  G.,  Special  Agent,  Atlas  Assurance  Company,  Ltd.,  313 
Walnut  St.,  Philadelphia,  Pa. 

Boynton,  C.  R.,  Special  Agent,  Hartford  Fire  Insurance  Company,  P.  O. 
Box  1555,  Denver,  Colo. 

Bovnton.  C.  W. ,  Inspecting  Engineer,  Universal  Portland  Cement  Com- 
pany, 1830-72  West  Adams  St.,  Chicago,  111. 

Brackman-Ker  Milling  Company.  Ltd.,  The,  P.  O.  Drawer  622,  Victoria, 
British  Columbia,  Canada. 

Bradfield,  C.   H.,  The  Consolidation  Coal  Company,  1200  Continental 
Building,  Baltimore,  Md. 

Bradish,  Murray  S.,  Factory  Insurance  Association,  care  S.  P.  Bradish, 
Eastport,  Me. 

Bradley,  David,  Manfg.  Works,  Bradley,  111. 

Branch,  J.  B..   President,   Providence-Washington  Insurance  Company, 
Providence,  R.  I. 

Brant,  J.  A.,  Manager,  Minneapolis  Underwriters'  Inspection  Office,  1236 
Plymouth  Building,  Minneapolis,  Minn. 

Bratsberg,  A.,  President,  Union  Insurance  Agency,  Inc.,  Minot,  N.  D. 

Breed,  S.  Oliver,  Inspector,  Lynn  Board  of  Fire  Underwriters,  145  Monroe 
St.,  Lynn,  Mass. 
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Brewster,  A.  Irving,  Editor  Insurance  Field,   P.  O.  Box  33,  Richmond 
Hill,  Long  Island,  N.  Y. 

Brickelmaier,  Fred,  National  Fire  Insurance  Company  of  Hartford,  395 
Canal  St.,  New  York,  N.  Y. 

Bridgeport  Chain  Company,  The,  A.  B.  Way,  Sales  Manager,  Bridgeport, 
Conn. 

Briggs,  F.  H.,  Jr.,  German  American  Insurance  Company,  1013  East  Main 
St.,  Richmond,  Va. 

Briggs,  T.  A.,  P.  O.  Box  2905,  Winnipeg,  Manitoba,  Canada. 

Bright,  James  E. ,  Special   Agent,  Commonwealth  Insurance  Company, 
Crocker  Building,  Des  Moines,  la. 

Brill  &  Gardner,  Engineers,  1134  Marquette  Building,  Chicago,  111. 

Bringhurst,  Harry  W.,  Fire  Marshal,  Seattle,  Wash. 

Brink,  Persen  M.,  Special  Agent,  Westchester  Fire  Insurance  Company. 
100  William  St.,  New  York,  N.  Y. 

Brinley,  George,  Special  Agent,  Hartford  Fire  Insurance  Company.  P.  O. 
Box  48,  Williamsport,  Pa. 

Brinsmaid,  G.  W.,  District  Inspector,  Rocky  Mountain  Fire  Underwriters' 
Association,  1115  Milwaukee  St.,  Denver,  Colo. 

Britt,  F.   P.,  Surveyor,  Factory  Insurance  Association,  13  Irving  St., 
Hartford,  Conn. 

Brociner,  Alexander,   Consulting  Engineer,  4  East  42d  St.,  New  'S'ork, 
N.  Y. 

Brodie,  Frank  W.,  Hartford,  Conn. 

Bronson,  A.  H.,  Special  Agent,  Commonwealth  Insurance  Company,  506 
Connecticut  Mutual  Life  Building,  Hartford,  Conn. 

Brooklyn  Engineers'  Club,  117  Remsen  St.,  Brooklyn,  N.  Y. 

Brooks,  A.  D.,  Supervisor  of  Fire  Protection,  Illinois  Central  Railroad, 
1  Park  Row,  Chicago,  111. 

Brooks,  Belvidere,  Jr.,  with  Fred  S.  James  &  Co..  123  William  St.,  New 
York,  N.  Y. 

Brown,  Burtis  S.,  Consulting  Engineer,  88  Broad  St..  Boston,  Mass. 

Brown,  Charles  R.,  Agent,  Home  Insurance  Company,  Galveston.  Texas. 

Brown,  David,  Superintendent  of  Insurance  Department,  The  Texas  Com- 
pany, 17  Battery  Place,  New  York,  N.  Y. 

Brown,  Frank  A.,  Fireman's  Fund  Insurance  Company,  401  California 
St.,  San  Francisco,  Cal. 

Brown.  Frank  C.,  Inspector,  Western  Factory  Insurance  Association,  care 
Savoy  Hotel,  Nashville,  Tenn. 

Brown,  G.  W.,  Contractor,  1135  Fourteenth  St.,  Denver,  Colo. 

Brown,  II.  J.,  Assistant  Manager,  Crown  Gvpsum  Company.  Limited,  799 
Bird  Ave.,  Buffalo,  N.  Y. 

Brown,  James  N.,  Special  Agent  and  Adjuster,  American  Central  Insur- 
ance Company,  816  Olive  St..  St.  Louis.  Mo. 
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Brown,  John  A.,  Chief  of  Fire  Department,  Glen  Ridge,  N.  J. 

Brown,  Lyman  H.,  Inspector,  The  Travelers  Insurance  Co.,  Hartford, 
Conn. 

Brown,  Marland  E. ,  Inspector,  1301  Pierce  Building,  St.  Louis,  Mo. 

Brown,  P.  E.,  New  York  Fire  Insurance  Exchange,  123  William  St.,  New- 
York,  N.  Y. 

Brown,  P.  W.,  Insurance  Inspector,  New  York,  New  Haven  &  Hartford 
Railroad  Company,  New  Haven,  Conn. 

Brown,  W.  N.,  Insurance  Engineer,  1305  Morse  Ave.,  Chicago,  111. 

Brown  &  Sehler  Company,  Grand  Rapids,  Mich. 

Bruce,  Thos.,  Branch  Manager,  Union  Assurance  Society,  Winnipeg, 
Manitoba,  Canada. 

Bruen,  A.  E.,  Inspector,  Underwriters'  Bureau  of  Middle  and  Southern 
States,  1705  Montgomery  Ave.,  Philadelphia,  Pa. 

Bruen,  G.  E.,  Superintendent  Electrical  Department,  Suburban  Fire 
Insurance  Exchange,  123  William  St.,  New  York,  N.  Y. 

Brunaugh,  J.  F. ,  Diamond  Match  Companv,  39  Clarkson  St.,  New  York, 
N.  Y. 

Brush,  Edwin  M.,  Special  Agent,  The  Pennsylvania  Fire  Insurance  Com- 
pany, 79  Kilby  St.,  Boston,  Mass. 

Bryant,  Lewis  T. ,  Commissioner  of  Labor  of  the  State  of  New  Jersey, 
Trenton,  N.  J. 

Bryant  Electric  Company,  Bridgeport,  Conn. 

Bryce,  W.  C,  Inspector,  Special  Risk  Department,  Canadian  Fire  Under- 
writers' Association,  250  Peel  St.,  Montreal,  P.  Q.,  Canada. 
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Burttschell,  F.  A.,  Special  Agent,  Liverpool  and  London  and  Globe  Insur- 
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Cairns,  E.  T.,  General  Agent,  North  British  and  Mercantile  Insurance 
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Clare,  Alfred,  of  Clare  Bros.  &  Co.,  Ltd.,  Preston,  Ontario,  Canada. 
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Clark,  H.  S.,  Northern  Assurance  Company,  P.  O.  Box  190,  Cape  Town, 
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Clark,  W.  H.  &  Company,  Ltd.,  Alexandria  Block,  Edmonton,  Alberta, 
Canada. 

Clark,  W.  L.,  President,  W.  L.  Clark  Company,  307  Fourth  Ave.,  Pitts- 
burgh, Pa. 
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Clarke,  Thomas  W.,  V^ice  President  and  Engineer,  New  England  Founda- 
tion Compan}',  1142  Tremont  Building,  Boston,  Mass. 
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Clayton,  E.  S.,  Hudson  Inspection  Bureau,  75  Montgomerv  St..  Jersev 
City,  N.  J. 
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Cleaves,  Royal  S.,  Superintendent  Sprinklered  Risk  Department.  Royal 
Exchange  Assurance,  92  William  St.,  New  York.  N.  Y. 
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Cleveland  Leader  Printing  Company,  The,  526  Superior  Ave.,  N.  E., 
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Cochran,  J.  W.,  Fire  Association  of  Philadelphia,  941  Insurance  Exchange 
Building,  Chicago,  111. 

Cochran,  Thomas  &  Company,  Dallas,  Texas. 
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84  William  St.,  New  York,  N.  Y. 

Corry,  C.  B.,  Special  Agent,  Liverpool  and  London  and  Globe  Insurance 
Company,  Park  Building,  Cleveland,  Ohio. 

Cosgrove,  Charles  H.,  Lieutenant,  Aide  to  Chief,  Fire  Department  Head- 
quarters, Bristol  St.,  Boston,  Mass. 

Cosmus,  John  A.,  General  Agent,  Connecticut  Fire  Insurance  Company, 
Hartford,  Conn. 

Cossitt  Company,  Ltd.,  The,  Brockville,  Ontario,  Canada. 

Cossitt  Library,  Memphis,  Tenn. 

Coster,   W.    H.,   Inspector,   Department  of   Public  Safety,  Municipal 
Explosives  Board,  Pittsburgh,  Pa. 

Cotnam,  T.  T.,  Secretary,  Planter's  Fire  Insurance  Company,  Little  Rock, 
Ark. 

Cottrell,  L.  W.,  Special  Agent,  National  Fire  Insurance  Company,  141 
Milk  St.,  Boston,  Mass. 

Coulthard,  W.  A.,  Agencies,  Ltd.,  Insurance  Brokers,  Saskatoon,  Sask., 
Canada. 

Cowdery,  E.  G.,  Vice  President,  People's  Gas  Light  &  Coke  Company, 
Chicago,  111. 

Cowles,  F.  H.,  Westaway  Orchard,  Medford,  Ore. 

Cowles,  W.  G.,  Secretary,  Liability  Department,  Travelers'  Insurance 
Company,  P.  O.  Box  1056,  Hartford,  Conn. 

Coykendall,  W.  E.,  of  S.  A.  Coykendall  &  Co.,  Insurance,  62  and  64 
William  St.,  New  York,  N.  Y. 

Coyle,  Robert  M.,  of  R.  M.  Coyle  &  Company,  423  Walnut  St.,  Phila- 
delphia, Pa. 

Crabbs,  Geo.  D.,  President,  The  Philip  Carey  Manufacturing  Company, 
Station  R.,  Cincinnati,  Ohio. 

Cradock  Simpson  Company,  The,  120  St.  James  St.,  Montreal,  P.  Q., 
Canada. 

Craft,  C.  A.,  Secretary,   Pacific  States  Fire   Insurance  Company,  200 
Chamber  of  Commerce,  Portland,  Ore. 

Crane,  Albert  E.,  American  Insurance  Company  of  Newark,  70  Park 
Place,  Newark,  N.  J. 

Crane,  J.  H.,  care  Oklahoma  Inspection  Bureau,  Oklahoma  City,  Okla. 

Crane,  J.  T.,  West  Virginia  Inspection  Bureau,  Charleston,  W.  Va. 

Crane,  W.  R.,  Manager,  Schedule  Department,  The  North  River  Insur- 
ance Company,  95  William  St.,  New  York,  N.  Y. 

Crans,  S.  E.,  Deputy  Fire  Marshal,  Lead,  S.  D. 
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Creamer,  J.  R.,  Special  Agent,  London  &  Lancashire  Fire  Insurance 
Company,  803  Arrott  Building,  Pittsburgh,  Pa. 

Creighton,  Edw.  B.,  Arcade  Building,  Philadelphia,  Pa. 

Crerar  &  Burkholder,  Insurance  Agents,  Federal  Life  Building,  Hamilton, 
Ontario,  Canada. 

Crerar,  John,  Library,  Chicago,  111. 

Creth  &  Sullivan,  Fire  Insurance,  Southeast  corner  Fourth  and  Walnut 
Sts.,  Philadelphia,  Pa. 

Crighton,  R.  J.,  Resident  Inspector,  Western  Canada  Fire  Underwriters' 
Association,  P.  O.  Box  554,  Calgary,  Alberta,  Canada. 

Critchell,  Miller,  Whitney  &  Barbour,  Fire  Insurance  Agents,  175  West 
Jackson  Boulevard,  Chicago,  111. 

Crockett,  L.  W.,  Secretary,  New  Hampshire  Fire  Insurance  Company, 
Manchester,  N.  H. 

Croker,  Richard,  Jr.,  331  Madison  Ave.,  New  York,  N.  Y. 

Croker  National  Fire  Prevention  Engineering  Company,  Northwest  corner 
Fifth  Ave.  and  Forty-sixth  St.,  New  York,  N.  Y. 

Crosby,  E.  U.,  of  Henry  W.  Brown  &  Company,  435  Walnut  St.,  Phila- 
delphia, Pa. 

Crosby,  John  Bemer,  Pullman  Building,  Chicago,  III. 

Cross,  Henry  B.,  Secretary,  General  Fire  Extinguisher  Company.  301  West 
Exchange  St.,  Providence,  R.  I. 

Cross,  Henry  M.,  Special  Agent,  Gamewell  Fire  Alarm  Company,  30 
Vesey  St.,  New  York,  N.  Y. 

Crossin,  H.  W.,  Resident  Inspector,  The  Employers'  Liability  Assurance 
Corporation,  403  Temple  Building,  Toronto,  Ontario,  Canada. 

Crouse,  H.  B.,  of  Crouse-Hinds  Company,  Syracuse,  N.  Y. 

Crowder,  A.  B.,  of  Crowder  Brothers,  309  Laclede  Building,  St.  Louis. 
Mo. 

Crowther,  Robert  W.,  Inspector,  Factory  Insurance  Association,  P.  O. 
Box  225,  Providence,  R.  I. 

Culp,  Clyde  E.,  Farmers'  Fire  Insurance  Company,  York,  Pa. 

Cummings,  D.  A.,  Box  940,  Brockville,  Ontario,  Canada. 

Curry,  G.  A.,  State  Agent,  German  American  Insurance  Company, 
Harrodsburg,  Ky. 

Curtin,  Dennis  J.,  Captain,  New  York  Fire  Department,  1746  Topping 
Ave.,  Boro  of  Bronx,  New  York,  N.  Y. 

Curtis,  J.  E.,  Superintendent,  Improved  Risk  Department,  Phoenix 
Assurance  Company,  Ltd.,  of  London.  47-Cedar  St.,  New  York, 
N.  Y.  ^ 

Gushing  Brothers  Company,  Ltd.,  Calgary,  Alberta,  Canada. 

D 

Daggett,  E.  II.,  with  Edward  E.  Hall  cS:  Company,  123  William  St.,  New 
York,  N.  Y. 
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Daggett,  James  M.,  Special  Agent,  Roval  Insurance  Company,  Ltd.,  100 
State  St.,  Albany,  N.  Y. 

Daggett,  John  M.,  Connecticut  Fire  Insurance  Company,  P.  O.  Box  304, 
Rochester,  N.  Y. 

Dahlstrom  Metallic  Door  Company,  Jamestown,  N.  Y. 

Daly,  M.  J.  &  Sons,  Waterbury,  Conn. 

Damon,  A.  W.,  President,  Springfield  Fire  and  Marine  Insurance  Com- 
pany, Springfield,  Mass. 

Dana,  Francis,  National   Fire  Insurance  Company,  175  West  Jackson 
Boulevard,  Chicago,  111. 

Dana,  Gorham,  Manager,  Underwriters'  Bvxreau  of  New  England,  141 
Milk  St.,  Boston,  Mass. 

Dana,  W.  L.,  care  W.  S.  Nott  Company,  Second  Ave.,  North  and  Third 
Sts.,  Minneapolis,  Minn. 

Danforth,   Chas.  F.,   Secretary  and  General   Inspector,  Massachusetts 
Mutual  Fire  Insurance  Union,  101  Milk  St.,  Boston,  Mass. 

Danforth,  R.  S.,  Inspector,  Millers'  National  Insurance  Company,  1321 
Insurance  Exchange,  Chicago,  111. 

Daniel,  Frank  R.,  Chief  Engineer,  1003-1008  Lemcke  Building,  Indian- 
apolis, Ind. 

Daniel,  Lewis  F.,  Special  Agent,  Queen  Insurance  Company,  408  Phoenix 
Building,  Minneapolis,  Minn. 

Daniel,  Wm.  C,  Special  Agent,  Box  661,  Columbus,  Ohio. 

Daniell,  J.  R.,  Special  Agent,  German  American  Insurance  Company, 
P.  O.  Box  476,  Montgomery,  Ala. 

Dannerth,  Frederic,  Consulting  Chemist,  180  Bloomfield  Ave.,  Passaic. 
N.  J. 

Darling  Pump  &  Manufacturing  Company,  Ltd.,  The,  Foot  of  Campbell 
St.,  Williamsport,  Pa. 

Darrach,  Francis   L.,   Inspector,   Philadelphia   Suburban  L'nderwriters' 
Association,  P.  O.  Box  2010,  Philadelphia,  Pa. 

•   Dart,  Edward  W.,  care  Johnson  &  Higgins,  49-51  Wall  St.,  New  York, 
N.  Y. 

Daugherty,  John  W.,  Secretary,  506  Olive  St.,  St.  Louis,  Mo. 

Davenport,  Dixwell,  General  Manager  and  Vice  President,  Davenport- 
Dooly  Company,  820  Board  of  Trade  Building,  Portland,  Ore. 

Davidson,  M.  S.,  General  Inspector,  Hartford  Fire  Insurance  Companv, 
39  South  La  Salle  St.,  Chicago,  111. 

Davies,  Edgar  T.,  Chief  of  Department  of  Factory  Inspection,  Security 
Building,  Fifth  Ave.  and  Madison  St.,  Chicago,  111. 

Davis,  Arthur  B.,  State  Agent,  Liverpool  and  London  and  Globe  Insur- 
ance Company,  P.  O.  Box  365,  Fargo.  N.  D. 

Davis,  Burt  L.,  Insurance  Broker,  J.  B.  Davis  &  Son,  507  Montgomery 
St.,  San  Francisco,  Cal. 
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Davis,  Fred  R.,  Inspector,  810  Denckla  Building,  Philadelphia,  Pa. 

Davis,  George  P.,  North  British  &  Mercantile  Insurance  Company.  76 
William  St.,  New  York,  N.  Y. 

Davis,  Jesse  E. ,  Special  Ajjent,  with  George  H.  Tyson,  General  Agent, 
311  New  York  Building,  Seattle,  Wash. 

Davis,  J.  W.,  General  Inspector,  North  British  &  Mercantile  Insurance 
Company,  76  William  St.,  New  York,  N.  Y. 

Davis,   L.   K.,   Factory  Mutual  Fire  Insurance  Company,  815  Banigan 
Building,  Providence,  R.  I. 

Davis,  P.  L. ,  Special  Agent,  Hartford  Fire  Insurance  Company  of  Hait- 
ford.  Conn.,  Vicksburg,  Miss. 

Davis,  W.  S.,  507  Montgomery  St.,  San  Francisco,  Cal. 

Davol,  Walter  D.,  Inspector,  Continental  Insurance  Company,  107  Syca- 
more St.,  Somerville,  Mass. 

Dawson,  W.  J,.  Secretary,  Agency  Department,  Pennsylvania  Fire  Insur- 
ance Company,  510  Walnut  St.,  Philadelphia,  Pa. 

Deacon,  Robert  G.,  with  Beers,  Kenison  &  Co.,  Galveston,  Texas. 

Dean,  F.  W.,  Inc.,  Engineers,  53  State  St.,  Boston,  Mass. 

Dean,   W.   W.,    Underwriters'   Laboratories,   Inc.,   207   East   Ohio  St.. 
Chicago,  111. 

Deans,  Wm.,  State  Agent,   Hanover  Fire  Insurance  Company,  Coibett 
Building,  Portland,  Ore. 

Dearborn,  George  W.,  Special  Agent,  North  British  &  Mercantile  Insur- 
ance Company,  234  Pine  St.,  San  Francisco,  Cal. 

Deatrick,  Claude  T.,  State  Agent,  Home  Insurance  Company,  Columbus, 
Ohio. 

Deggendorf,  F.  C,  Special  Agent,  National  Fire  Insurance  Company,  57 
Circle  St.,  Indianapolis,  Ind. 

Delehantv,  M.  J.,  Titus  Civil  Service  School,  156  East  Twentv-third  St.. 
New  York,  N.  Y. 

Denio  General  Electric  Company,  Triangle  Building,  Rochester,  N.  Y. 

Denio  Telephone  Fire  Alarm  Company,  801  Royal  Insurance  Building, 
San  Francisco,  Cal. 

Dennison  Manufacturing  Company,  Department  22,  South  Framingham, 
Mass. 

Densmore  &  Le  Clear,  Engineers  and  Architects,  88  Broad  St.,  Boston. 
Mass. 

Denzel,  A.  O.,  Special  Agent.  National  Union  Fire  Insurance  Companv 
of  Pittsburgh,  P.  O.  Box  975.  Philadelphia,  Pa. 

Department    of    Insurance,    Parliament    Buildings,   Toronto,  Ontario, 
Canada. 

Department  of  Insurance  of  British  Columbia,  Ernest  F.  Gunther,  Super- 
intendent, Victoria,  B.  C,  Canada. 

Department  of  Public  Works,  Office   of   Superintendent  of  Buildings, 
Seattle,  Wash. 
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Deputy  Minister  of  Public  Works,  Edmonton,  Alberta,  Canada. 

Derby,  J.  H.,  Fire  Protection  Engineer,  123  William  St.,  New  York,  N.  Y. 

Derleth,  C,  Jr.,  Professor  of  Civil  Engineering,  University  of  California, 
Berkeley,  Cal. 

Des  Isles,  L.  H.,  Manager,  Western  Fire  Appliance  Works,  542  South 
Dearborn  St.,  Chicago,  111. 

Des  Moines  Bridge  &  Iron  Company,  806  Curry  Building,  Pittsburgh,  Pa. 

Devereux,  Washington,  Chief  Electrical  Department,   Philadelphia  Fire 
Underwriters'  Association,  Bullitt  Building,  Philadelphia,  Pa. 

Devlin,  J.  M.,  Chief  Clerk,  Welsbach  Company,  Gloucester,  N.  J. 

De  Wolfe,  Edwin  L.,  vSpecial  Agent,  North  River  Insurance  Company,  95 
William  St.,  New  York,  N.  Y. 

Dexter,  A.  Morton,  Inspector,  Factory  Insurance  Association,  Hartford, 
Conn. 

Dey,  Calvert  R.,  Special  Agent,  Liverpool  and  London  and  Globe  Insur- 
ance Company,  112  Plume  St.,  Norfolk,  Va. 

Diamond  Match  Company,  The,  111  Broadway,  New  York,  N.  Y. 

Dickinson,  H.  N.,  Special  Agent,  Glens  Falls  Insurance  Company,  308 
Walnut  St.,  Philadelphia,  Pa. 

Dickinson,  J.  R.,  General  Fire  Extinguisher  Company,  Box  1435,  Provi- 
dence, R.  I. 

Dickinson  Manufacturing  Company,  The,  Springfield,  Mass. 
Diebold,  J.  E.,  Inspector,  Alhambra,  Cal. 

Diegel,  J.  M.,  Manager,  American  District  Telegraph  Company,  Minne- 
apolis, Minn. 

Diener,  George  W.,  Manfg.  Co.,  400-416  Monticello  Ave.,  Chicago,  111. 

Diggs,  Albert,  Agent,  General  Fire  Extinguisher  Company,  510  Conti- 
nental Building,  Baltimore,  Md. 

Dillon  Company,  W.  E.,  Ltd.,  76  and  78  Richmond  St.,  East,  Toronto, 
Ontario,  Canada. 

Dinning,  H.  A.  W.,  care  Brown,  Scott  &  Dinning,  Postal  Telegraph  Build- 
ing, San  Francisco,  Cal. 

Direcgao  de  Estudos  e  Ensaios  de  Materiaes  de  Construccjao,  Ala  Sul — 
Terreiro  Do  Trigo,  Lisbon,  Portugal. 

District  of  Columbia  Paper  Manufacturing  Company,  Box  144,  Station  A, 
Washington,  D.  C. 

Doak,  Albert  C,  Eastern  Agent,  Automatic  Fire  Protection  Company  of 
New  York,  14  Clifton  Ave.,  I^ynn,  Mass. 

Dobbin,  Thomas  F.,  Resident  Manager,  London  &  Lancashire  Fire  Insur- 
ance Company,  164  St.  James  St.,  Montreal,  P.  Q.,  Canada. 

Dobie,  L.  T.,  Resident  Secretary,  The  Seaboard  Fire  Insurance  Company, 
P.  O.  Box  885,  Norfolk,  Va. 

Dobson,  A.  H.,  Treasurer,  with  Charles  Millar  &  Son  Co.,  Utica,  N.  Y. 
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Dodge,  Frederick  B.,  Superintendent  of  Labor  Department,  Tennessee 
Coal,  Iron  and  Railroad  Company,  Birmingham,  Ala. 

Dodge  Manufacturing  Company,  Mishawaka,  Ind. 

Dodson,  Bruce,  Manager,  Equity  Fire  Insurance  Company  of  Missouri, 
909  Sharp  Building,  Kansas  City,  Mo. 

Doherty,    H.   J.,   Joint   Manager,   The    Insurance   Office   of  Australia, 
Limited,  263  George  St.,  Sydney,  New  South  Wales,  Australia. 

Dominge,  Charles  C,  Inspector,  German-American  Fire  Insurance  Com- 
pany, 1  Liberty  St.,  New  York,  N.  Y. 

Dominion  Paper  Box  Company,   Ltd.,   469   King  St.,  West,  Toronto, 
Ontario,  Canada. 

Donald,  R.  A.,  The  Wood  Products  Company  of  Canada,  Ltd.,  16  King 
St.,  West,  Toronto,  Ontario,  Canada. 

Donaldson,  T.  M.,  Manager,  Maryland  Casualty  Company,  Baltimore,  Md. 

Donnelly,  James  A.,  American  Society  of  Heating  and  Ventilating  Engi- 
neers, Vanderbilt  Building,  132  Nassau  St.,  New  York,  N.  Y. 

Dose,  George  A.,  Missouri  Actuarial  Bureau,  1105  Pierce  Building.  St. 
Louis,  Mo. 

Doud,  Louis  R.,  Mill  Owners'  Mutual  Fire  Insurance  Company,  2449 
North  Illinois  St.,  Indianapolis,  Ind. 

Douglas,  Gordon,  Douglas  Brothers,  124  Adelaide  St.,  Toronto,  Ontario, 
Canada. 

Douglas,   R.  W.,  Tracksell,  Douglas  &  Company,   Insurance  Brokers, 
P.  O.  Box  17,  Victoria,  B.  C,  Canada. 

Douglas,  William,  German-American  Insurance  Company.  Charleston, 
S.  C. 

Douglass,  F.  H.,  Secretary,  Will iamsburgh  Citv  Fire  Insurance  Company, 
95  William  St.,  New  York,  N.  Y. 

Douglass,  R.  W. ,  Branch  Manager,  Atlas  iVssurance  Company,  Winnipeg, 
Manitoba,  Canada. 

Dowling,  J.  L.,  General  Superintendent,  The  Texas  Company,  P.  O.  Box 
109,  Station  A,  Houston,  Texas. 

Dowman,  George,  President,  Dowman-Dozier  Manufacturing  Company, 
Atlanta,  Ga. 

Downes,  F.  A.,  President  and  Treasurer,  Keystone  Mutual  Fire  Insurance 
Cornpany,  925  Chestnut  St.,  Philadelphia,  Pa. 

Downey,  John  E.,  Inspector,  Underwriters'  Bureau  of  New  England,  141 
Milk  St.,  Boston,  Mass. 

Downing,  Frederick  B.,  of  Downing  &  Flickinger.  Insurance,  P.  O.  Box 
361,  Erie,  Pa. 

Downs,  M.  L. ,  Assistant  General  Manager,  The  Auto  Car  Company,  Ard- 
more.  Pa. 

Dox,  Chas.  E.,  Manager,  London  &  Lancashire  Insurance  Company,  39 
South  La  Salle  St.,  Chicago,  111. 

Doyle,  C.  J.,  Secretary  of  State.  Springfield,  111. 
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Doyle,  Joseph,  Manager,  Branch  Office,  Girard  Fire  and  Marine  Insurance 
Company,  440  W'ahiut  St.,  Philadelphia,  Pa. 

Drake,  Frank         State  Agent,  Insurance  Company  of  North  America, 
Columbia  Building,  Louisville,  Ky. 

Draper,  Geo.  L.,  Inspector,  61  Orient  Way,  Rutherford,  X.  J. 

DuBose,  E.  R.,  Vice  President,  Chamberlin-Johnson-DuBose  Company, 
Atlanta,  Ga. 

Ducayet,  Kirby  S.,  Special  Agent,  German-American  and  German  Alliance 
Insurance  Companies,  30  Kilby  St.,  Boston,  Mass. 

Dutfey.  B.  T.,  State  Agent,  Royal  Insurance  Company.   Plain  Dealer 
Building,  Cleveland,  Ohio. 

Duley,  Harley  H.,  Inspector,  Cincinnati  Fire  Prevention  Bureau,  1403 
First  National  Bank  Building,  Cincinnati,  Ohio. 

Duluth  Association  of  Credit  Men,  Duluth,  Minn. 

Dunbar.   William  F. ,   Secretary  and  Treasurer,   Saino   Fire  Door  and 
Shutter  Company,  1025  Falls  Building,  Memphis,  Tenn. 

Duncker,  Hans  W.,  Director,  Nord-Deutsche  Insurance  Company,  Alter- 
wall  12-18,  Hamburg,  Germany. 

Dunlop.  James  H.,  Inspector.  Underwriters'  Association  of  the  Middle 
Department,  129  North  Twentieth  St.,  Philadelphia.  Pa. 

Dunn,  Houston,  Secretary.  National  Petroleum  Mutual  Fire  Insurance 
Company,  400  Chestnut  St.,  Philadelphia,  Pa. 

Dupee,  Charles,  Exton-Hall  Brokerage  &  \''essel  Agencv.  64  Wall  St., 
New  York,  N.  Y. 

DuPont  De  Nemours,   E.   I.,  Powder  Company,  710  DuPont  Building, 
Wilmington,  Del. 

Dutcher,  Malcolm  B.,  of  Dutcher  &  Edmister.  1  Liberty  St.,  New  York, 
N.  Y. 

Dutton.  Grayson,  Inspector.  Fireman's  Fund  Insurance  Company,  Cali- 
fornia and  Sansome  Sts.,  San  Francisco,  Cal. 

Dutton.  Percy  B.,  Manager  of  the  Humboldt  and  Teutonia  Fire  Insurance 
Companies  of  Pennsylvania,  403  Wilder  Building,  Rochester,  N.Y. 

Dutton,  William  H.,  President,  The  Tokheim  Manufacturing  Company, 
Cedar  Rapids,  la. 

Dvas,  J.  T. ,  General  Fire  Extinguisher  Company,  1  Liberty  St.,  New 
York,  N.  Y. 

Dye,  J.  O.,  State  Agent,  German-American  Insurance  Company,  1123 
Columbus  Savings  and  Trust  Building,  Columbus,  Ohio. 


E 

Fames,  F.  W.,  Inspector,  Factory  Insurance  Association,  Northboro,  Mass. 

Earle,  L.  H.,  Special  Agent,  Hartford  and  Citizens  Insurance  Companies, 
2247  Stuart  St.,  Berkeley.  Cal. 

Eaton,  Henry  W.,  Resident  Manager,  Liverpool  and  London  and  Globe 
Insurance  Company,  45  William  St.,  New-  York,  N.  Y. 
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Eaton  Companj,  T.,  Ltd.,  The,  John  A.   Livingstone,  190  Yonge  St., 
Toronto,  Ontario,  Canada. 

Eaton,  Crane  &  Pike  Co.,  Master  Mechanic,  Pittsfield,  Mass. 

Eaton  Rapids  Woolen  Mills,  Eaton  Rapids,  Mich. 

Ebbetts,  C.  H.,  Special  Agent,  North  British  and  Mercantile  Insurance 
Company,  473  Jefferson  Ave.,  Brooklyn,  N.  Y. 

Edmonds,  J.  F.,  Resident  Secretary,  Palatine  Insurance  Company,  Box  I'uS, 
Denver,  Colo. 

Edmonds,  W.  F.,  Insurance  Agent,  New  York  Underwriters'  Agency,  P.  O. 
Box  377,  New  Westminster,  B.  C,  Canada. 

Eiselstein,  G.  L.,  Inspector,  Ohio  Inspection  Bureau,  808  Hartman  Building, 
Columbus,  Ohio. 

Elbourn,  W.  H.,  Special  Agent,  National  Fire  Insurance  Company,  324 
Omaha  National  Bank  Building,  Omaha,  Neb. 

Elder,  J.  J.,  Special  Agent,  London  Assurance  Corporation,  High  Point. 
N.  C. 

Electrical  Review  &  Western  Electrician,  608  South  Dearborn  St..  Chicago, 
111. 

Electric  Appliance  Company,  701  West  Jackson  Boulevard,  Chicago.  111. 
Electric  Company,  The  J.  &  M.,  204  Genesee  St.,  Utica,  N.  Y. 
Electric  Cable  Company,  The,  Bridgeport,  Conn. 

Elliott,  Fred  W.,  Architect,  515  Chamber  of  Commerce,  Columbus,  Ohio. 

Ellis,  Alexander,  Jr.,  with  Russell  &  Fairfield,  Insurance  Agents,  20  Kilby 
St.,  Boston,  Mass. 

Ellis,  E.  P.,  of  Williams  &  Ellis,  Insurance,  Cape  Girardeau.  Mo. 

Ellis,  W.  A.,  Special  Agent,  Queen  Insurance  Company  of  America.  Mont- 
pelier,  Vt. 

El  Paso  Herald,  P.  O.  Box  684,  El  Paso,  Texas. 

Elser,  E.  E.,  Insurance  Agent,  105  Escolta,  Manila,  P.  I. 

Elzner  &  Anderson,  Architects,  Ingalls  Building,  Cincinnati,  Ohio. 

Emerson  Electric  Manufacturing  Company,  The,  2030  Washington  Ave.,  St. 
Louis.  Mo. 

Emery,  C.  A.,  District   Inspector,  Rocky  Mountain  Fire  Underwriters" 
Association,  P.  O.  Box  134,  Grand  Junction,  Colo. 

Emmons,  G.  C,  Underwriters'  Laboratories,  Inc.  207  East    Ohio  St.. 
Chicago,  111. 

Enameled  Metals  Company,  P.  O.  Box  678,  Pittsburgh.  Pa. 

Energite  Explosives  Company,  Ltd.,  The,  Power  Block.  Montreal,  P.  C^, 
Canada. 

Engineers'  Club  of  Philadelphia,  The,  1317  Spruce  St.,  Philadelphia,  Pa. 

England,  Harry  E.,  Secretary  and  Treasurer,  Canadian  May-Oatway  Fire 
Alarms,  Ltd.,  614  Ashdown  Block.  Winnipeg,  Man..  Canada. 

English,  Frank  G.,  Builder,  1610  North  Carlisle  St.,  Philadelphia,  Pa. 
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Enke,  George  P.,  Local  Secretary,  Commonwealth  Insurance  Company,  76 
Williain  St.,  New  York,*N.  Y. 

Ensign,  Frank  G.,  Local  Agent,  National  Fire  Insurance  Company,  Boise, 
Idaho. 

Eppich,  Ed.  P.,  Special  Agent,  Spring  Garden  Insurance  Company,  407 
Bank  Building,  Denver,  Colo. 

Erie  Public  Library,  Erie,  Pa. 

Esau,  Ralph,  Sales  Manager,  Barrett  Manufacturing  Company,  1200  Otis 
Building,  Chicago,  111. 

Esinhart  &  Evans,  Insurance  Agents,  P.  O.  Box  806,  Montreal,  P.  C^, 
Canada. 

Eustis,  Walter  L.,  Engineer,  The  J.  G.  Brill  Company,  Philadelphia,  Pa. 

Evans,  Chas.  F.,  Insurance  Agent,  428  Walnut  St.,  Philadelphia,  Pa. 

Evans,  Charles  W.,  General  Insurance,  Fairmount,  W.  Va. 

Evans,  Henrv,  President,  Continental  Insurance  Campanv,  P.  O.  Box  2038, 
New"' York,  N.  Y. 

Evans,  J.  C,  Chief  Clerk,  with  C.  B.  Roulet,  Fire  Insurance  Actuary,  Dallas, 
Texas. 

Evans,  Louis  W.,  Sprinklered  Risk  Inspector,  Association  of  Fire  Under- 
writers of  Baltimore  City,  8  and  10  South  St.,  Baltimore,  Md. 

Evans,  Powell,  President,  International  Sprinkler  Company,  517  Arch  St., 
Philadelphia,  Pa. 

Evans  &  Swinney,  90  West  St.,  New  York,  N.  Y. 

Evens,  J.  W.,  Superintendent,  Alabama  Great  Southern  Railroad,  Birming- 
ham, Ala. 

Ewing,  T.  B.,  representing  W.  H.  Burkhardt,  Fire  Actuarial  and  Inspection 
OfTice  of  Camden,  N.  J.,  12  and  14  Monmouth  St.,  Red  Bank,  N.  J. 

Eyers,  Walter,  General  Inspector,  Special  Risk  Department,  Phoenix  Insur- 
ance Company,  Hartford,  Conn. 

Eynon,  John  S.,  Inspector,  J.  C.  Paige  &  Company,  65  Kilby  St.,  Boston, 
Mass. 

F 

Fairweather,  F.  H.,  The  Kennedy  Valve  Manufacturing  Company,  Elmira. 
N.  Y. 

Farmers  Fire  Insurance  Company,  Cedar  Rapids,  la. 

Farquharson,  Percy  G.,  Special  Agent.  Royal  Insurance  Company,  Ltd., 
P.  O.  Box  616,  Harrisburg.  Pa. 

Farrell,  John  T.,  Battalion  Chief,  Fire  Department  City  of  New  York,  1243 
Carroll  St.,  Brooklyn,  N.  Y. 

Farry,  T.  J.,  Inspector,  167  Butler  St.,  New  Haven,  Conn. 

Faunce,  C.  P.,  General  Agent,  Holyoke  Mutual  Fire  Insurance  Company, 
Salem,  Mass. 
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Favrel,   Henri,  Institut  Francais  de  la  Prevention  du  Feu,  302  Rue  des 
Pyrenees,  Paris,  France. 

Fajmonville,  Bernard,  Vice  President,  Fireman's  Fund  Insurance  Co.,  401 
California  St.,  San  Francisco,  Cal. 

Federal  Electric  Company,  Lake  and  Desplaines  Sts.,  Chicago,  111. 

Fell,  Scott  M.,  Inspector,  Factory  Insurance  Association,  38  Halstead  St., 
East  Orange,  N.  J. 

Fellers,  W.  F.  C,  Special  Agent,  Continental  Insurance  Company,  Jackson- 
ville, Fla. 

Fenton,  Henry  M.,  Special  Agent,  Liverpool  and  London  and  Globe  Insur- 
ance Company,  27  Kilby  St.,  Boston,  Mass. 

Fenton,  W.  J.,  Manager,  Atlantic  Mutual  Fire  Insurance  Company,  P.  O. 
Box  10.5,  St.  John,  New  Brunswick,  Canada. 

Fernand,  M.,  Manager,  L'Union  Fire  Insurance  Company,  Ltd.,  of  Paris,  94 
Notre  Dame  St.,  Montreal,  P.  Q^,  Canada. 

Fernow,  B.  E.,  Dean  of  Forestry,  University  of  Toronto,  Toronto,  Ontario, 
Canada. 

Ferris,  Cyrus  Y.,  with  Stone  &  Webster,  147  Milk  St.,  Boston,  Mass. 

Ferris,  H.  H.,  Assistant  Engineer,  Underwriters' Laboratories,  Inc.,  207  East 
Ohio  St.,  Chicago,  111. 

Fertig,  Frank  J.,  Department  Agent.  General  Fire  Extinguisher  Company, 
603  Society  for  Savings  Building,  Cleveland,  Ohio. 

Field,  Alexander,  Johnson  &  Higgins,  244  California  St.,  San  Francisco, 
Cal. 

Find  lay,  W.  E.,  with  D.  W.  Grier  &  Company,  P.  O.  Box  1013,  Montreal, 
P.  Q^,  Canada. 

Finnegan,J.  B.,  Associate  Engineer,  Underwriters'  Laboratories,  Inc.,  207 
East  Ohio  St.,  Chicago,  111. 

Fire  Department,  8  City  Hall,  San  Diego,  Cal. 

Fire  Insurance  Club  of  Chicago,  VV.  H.  Dennison,  Librarian,  29  South  La 
Salle  St.,  Chicago,  111. 

Fire  Insurance  Society  of  Newark,  N.  J.,  702  Union  Building,  Newark,  N.  J. 

Fire  Insurance  Guild  of  Toronto,  18  Toronto  St.,  Toronto.  Ontario,  Canada. 

Fire  Insurance  Society  of  Philadelphia,  423  Walnut  St.,  Philadelphia,  Pa. 

Fire  Protection  Company,  The,  660-606  Grand  River  Ave.,  Detroit,  Mich. 

Fire  Underwriters'  Club,  1304  First  National  Bank  Building,  Cincinnati, 
Ohio. 

Fire  Underwriters'  Inspection  Bureau,  Branch  Office,  920  Boston  Block,  Salt 
Lake  City,  Utah. 

Fire  Underwriters' Inspection  Bureau,  Branch  Office,  1022  Fidelity  Building, 
Tacoma,  Wash. 

Fire  Underwriters'  Inspection  Bureau,  Branch  Office,  724  Paulsen  Building, 
Spokane,  Wash. 

Fire  Underwriters'  Inspection  Bureau,  Branch.  Office,  oOl]  First  National 
Bank  Building.  Oakland,  Cal. 
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Fire  Underwriters'  Inspection  Bureau,  Branch  Office,  551  Sherlock  Building, 
Portlanc),  Ore. 

Fire  Underwriters'  Inspection  Bureau,  Branch  Office,  315  Security  Build- 
ing, Los  Angeles,  Cal. 

Fire  Underwriters'  Inspection  Bureau,  Branch  Office,  467  Colman  Build- 
ing, Seattle,  Wash. 

Fisher,  Charles  W.,  Security  Insurance  Company,  New  Haven,  Conn. 

Fisher,  D.  A.,  Insurance  Agent,  Tennessee  Trust  Building,  Memphis, 
Tenn. 

Fisher,  Geo.  E. ,  Associated  Factory  Mutual  Fire  Instirance  Companies, 
16  Grove  St.,  Natick,  Mass' 

Fisher,  W.  H.,  with  F.  R.  Cruikshank  &  Co.,  1  Liberty  St.,  New  York, 
Y.  N. 

Fisher,  Walter  I.,  Manager,  Minnesota  and  North  Dakota  Fire  Under- 
writers' Association,  Lock  Drawer  991,  Minneapolis,  Minn. 

Fisher  Governor  Company,  The,  Marshalltown,  la. 

Fisher  Paper  Box  Company,  221-225  First  St.,  North,  Minneapolis,  Minn. 

Fiske,  Henry  A.,  with  Henry  W.  Brown  &  Co.,  100  William  St.,  New 
York,  N.  Y. 

Fitzgerald,  John,  Special  x\gent,  Queen  Insurance  Company,  care  Security 
Trust  Company,  Indianapolis,  Ind. 

Flach,  C.  H.  J.,  Engineer,  Lutzowufer  No.  13,  Berlin,  W.  10,  Germany. 

Flagg,  Stanley  G.,  &  Company,  Fovmders  and  Manufacturers,  1421  Chest- 
nut St.,  Philadelphia,  Pa. 

Fleck,  J.  F.,  Insurance  Manager,  Canadian  Estates  Company,  Ltd.,  21 
Herald  Block,  Calgary,  Alberta,  Canada. 

Fleming,  A.  W.,  Special  Agent,  National  Fire  Insurance  Company,  921 
New  First  National  Bank  Building,  Columbus,  Ohio. 

Fletcher,  Ernest  B.,  with  John  C.  Paige  &  Company,  65  Kilby  St.,  Boston, 
Mass. 

Fletcher,  Hubert  S.  B.,  Secretary,  The  Council  of  the  Fire  Underwriters' 
Association  of  New  Zealand,  Auckland,  New  Zealand. 

Fletcher,  J.  S.,  Special  Agent,  Norwich  Union  Fire  Insurance  Society. 
Ltd.,  825  Ford  Building,  Detroit,  Mich. 

Fletcher,  Robert,  Thayer  School  of  Civil  Engineering,  Hanover,  N.  H. 

Fleury,  H.  W. ,  of  J.  Fleury's  Sons,  Cultivating  Implements,  Aurora, 
Ontario,  Canada. 

Flintjer,  John  J.,  Special  Agent,  National  Fire  Insurance  Company,  316 
R.  A.  Long  Building,  Kansas  City,  Mo. 

Foerderer,  Robert  H.,  Incorporated,  Leather  Manufacturer,  Frankford, 
Philadelphia,  Pa. 

Follansbee  Brothers  Company,  Manufacturers  of  Sheet  Metal  and  Tin 
Plate,  Pittsburgh,  Pa. 

Forbes,  R.,  Company,  Ltd.,  Manufacturers  of  Woolen  Goods,  Hespeler, 
Ontario,  Canada. 
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Forbush,  Gayle  T.,  General  Agent,  Rojal  Exchange  Assurance,  44  Kilby 
St.,  Boston,  Mass. 

Ford,  George  G.,  Office  and  Credit  Manager,  Lewis  P.  Ross,  Manufac- 
turer of  Boots  and  Shoes,  67-75  Mortimer  St.,  Rochester,  X.  Y. 

Ford,  Buck  &  Sheldon,  Inc.,  Consulting  Engineers,  60  Prospect  St.,  Hart- 
ford, Conn. 

Forman,  W.  A.,  Barrett  Manufacturing  Company,  17  Battery  Place,  New 
York,  N.  Y. 

Forster,  H.  W.,  Engineer,   Independence  Inspection  Bureau,  137  South 
Fifth  St.,  Philadelphia,  Pa. 

Foster,  F.  K.,  Managing  Director,  British  Northwestern  Fire  Insurance 
Company,  317  Portage  Ave.,  Winnipeg,  Manitoba,  Canada. 

Fourth  National  Bank,  C.  E.  Meek,  Vice  President,  14  Nassau  St.,  New 
York,  N.  Y. 

Fowler,  D.  P.,  Electrical  Engineer,  International  Electric  Protection  Com- 
pany, 115  Broadway,  New  York,  N.  Y. 

Fowler,  F.  E.,  Insurance,  1253  Pierce  Building,  St.  Louis,  Mo. 

Fowler,  F.  W.,  Norwich  L^nion  Fire  Insurance  Society,  care  T.  B.  &  H.  B. 
Robinson,  St.  John,  N.  B.,  Canada. 

Fox,  Edwin  C,  State  Agent,  North  British  and   Mercantile  Insurance 
Company,  Topeka,  Kan. 

Fox,  Henry  B.,  Inspector,  Western  Factory  Insurance  Association,  175 
West  Jackson  Boulevard,  Chicago,  111. 

Francis  Brothers  &  Jellett,  Inc.,  1212  Franklin  Bank  Building,  Philadel- 
phia, Pa. 

Francisco  &  Jacobus,  Consulting  Engineers,  200  Fifth  Ave.,  New  York, 
N.  Y. 

Franconi,  Alphonse,  Manager  Insurance  Department,  American  Cotton 
Oil  Company,  27  Beaver  St.,  New  York,  N.  Y. 

Frank,  Emil  H.,  Frank  &  Du  Bois,  47  William  St.,  New  York,  N.  Y. 

Franklin,  Thos.  Z.,  Chief  Engineer,  Underwriters'  Association  of  the 
Middle  Department,  316  Walnut  St.,  Philadelphia,  Pa. 

Frary,  D.  R.,  Chief  Assistant  to  W.  H.  Burkhardt,  540  Federal  St.,  Cam- 
den, N.  J. 

Fravel,  Neil,  Railroad  Insurance  Syndicate,  45  William  St.,  New  York. 
N.  Y. 

Free  Public  Library,  Jersey  City,  N.  J. 
Free  Public  Library,  Newark,  N.  J. 
Free  Public  Library,  New  Haven,  Conn. 

Freeman,   John  R.,   President,   Manufacturers'   Mutual    Fire  Insurance 
Company,  815  Grosvenor  Building,  Providence,  R.  I. 

Freitag,  J.  K.,  Secretary  and  Treasurer,  A.  B.  Robbins'  Iron  Company, 
Norfolk  Downs,  Mass. 

French,  E.  V.,  Vice  President,  Arkwright  Mutual   Insurance  Companv, 
31  Milk  St.,  Boston,  Mass. 
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Freund,  Jacob,  with  Jacob  Freund  Roofing  Company,  B.  &  O.  Railway, 
near  Mitchell  Ave.,  Cincinnati,  Ohio. 

Friend,  John  W.,  Jr.,  Special  Agent,   Phoenix  Insurance  Company  of 
Hartford,  Petersburg,  Va. 

Friend  &  Fleisch,  Insurance  Brokers,  25  Pine  St.,  New  York,  N.  Y. 

Frink,  H.  W.,  Western  Assurance  Company,  96  Prince  William  St.,  St. 
John,  New  Brunswick,  Canada. 

Fritzsche,  Alfred,  with  General  Fire  Extinguisher  Company,  Society  for 
Savings  Building,  Cleveland,  Ohio. 

Fritschle,  J.  T.,  Southwestern  Agency,  426  Midland  Building,  Kansas 
City,  Mo. 

Fromings,  H.  A.,  Manager,   Hartford  Fire  Insurance  Company,  P.  O. 
Box  1075,  Montreal,  P.  Q.,  Canada. 

Fudger,  W.  E.,  General  Agent,  The  Canada  National  Fire  Insurance 
Company,  436  Main  vSt.,  Winnipeg,  Manitoba  Canada. 

Fulton,  G.  R.,  Special  Agent,  Royal  Exchange  Assurance,  307  Fourth 
Ave.,  Pittsburgh,  Pa. 

Furness,  William  T.,  General  Agent,  Commercial  Union  Assurance  Com- 
pany, 141  Milk  St.,  Boston,  Mass. 

Fyshe,  Martin  &  Company,  Ltd.,  Contractors,  304  Dominion  Bank  Build- 
ing, Calgary,  Alberta,  Canada. 

G 

Gaillard,  C.  B.  G.,  with  Fred  S.  James  &  Company,  123  William  St., 
New  York,  N.  Y. 

Gallivan  &  O'Donnell,  Insurance,  48  Custom  House  St.,  Providence,  R.  I. 

Gallun,  A.  F.  &  Sons,  Empire  Tannery,  Milwaukee,  Wis. 

Gamewell  Fire  Alarm  Telegraph  Company,  The,  30  Vesey  St.,  New  York, 
N.  Y. 

Gant,  O.  F.,  Norwich  Union  Fire  Insurance  Society,  Ltd.,  P.  O.  Box  255, 
Syracuse,  N.  Y. 

Gantert,  F.  A.,  Special  Agent,  The  Western  Assurance  Company,  1151 
Lemcke  Annex,  Indianapolis,  Ind. 

Gantz,  A.  B.,  Librarian,  Fire  Underwriters'  Association  of  the  Northwest, 
175  West  Jackson  Boulevard,  Chicago,  111. 

Gardner,  F.  C,  with  E.  C.  Atkins  &  Company,  Indianapolis,  Ind. 

Gardner,  H.  S.,  Adjuster,  38  South  St.,  Baltimore,  Md. 

Gardner,  Theodore,   State   Agent,  National   Fire   Insurance  Company, 
Lawrence,  Kan. 

Gardner,  T.  D.,  Real  Estate  and  Insurance,  517  Walnut  St.,  McKeesport, 
Pa. 

Gardner,  W.  H.,  Oldfield,  Kirby  &  Gardner,  Agents,  234  Portage  Ave., 
Winnipeg,  Manitoba,  Canada. 

Garland,  Robert,  with  Safety  Armorite  Construction  Company,  Pittsburgh, 
Pa. 
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Garlick,  H.  C,  Special  Agent,  National  Fire  Insurance  Company  of  Hart- 
ford, 411  American  Bank  Building,  Kansas  City,  Mo. 

Garrow,  E.  F.,  Branch  Manager,  British  America  Assurance  Company, 
Winnipeg,  Manitoba,  Canada. 

Garth  Company,  The,  Iron  and  Brass  Founders,  Montreal,  Quebec. 

Gasser,  C.  Albert,  Inspector,  Bureau  of  Combustibles  and  Fire  Risks, 
City  Hall,  Newark,  N.  J. 

Gault,  P.  R.,  Insurance  Broker,  Royal  Insurance  Building,  Place  d'Arms 
Square,  Montreal,  Quebec,  Canada. 

Gay,  Ewell,  Assistant  Manager,  Southern  Department,  Insurance  Com- 
pany of  North  America  and  Philadelphia  Underwriters,  Equitable 
Building,  Atlanta,  Ga. 

Gearhart,  Philip,  Contracting  Engineer,  Automatic  Sprinkler  Company 
of  America,  1030  Henry  Building,  Seattle,  Wash. 

Gedney,  Percy  W.,  Special  Agent,  North  British  &  Mercantile  Insurance 
Company,  504  Empire  State  Building,  Spokane,  Wash. 

Gendron  Manufacturing  Company,  Ltd.,  The,  Toronto,  Ontario,  Canada. 

General  Fire  Equipment  Company,  Ltd.,  72  Queen  St.,  East,  Toronto, 
Ontario,  Canada. 

General  Fire  Extinguisher  Company,  Warren,  Ohio. 

General  Fireproofing  Company,  The,  Youngstown,  Ohio. 

General  Library,  National  Quality  Lamp  Division,  P.  O.  Box  387,  Cleve- 
land, Ohio. 

General  Watchman's  Time  Detector  Companv,  27  Pine  St.,  New  York, 
N.  Y. 

Genter,  Chas.  H.,  Fire  Insurance,  P.  O.  Box  336,  Scranton,  Pa. 

Gervais,  W.  B.,  President,  Variety  Manufacturing  Company,  77  West  Lake 
St.,  Chicago,  111. 

Gettys,  F.  M.,  Cashier,  L'nion  National  Bank,  Louisville,  Ky. 

Gibbon,  Dickelman,  Furst  &  Bourke,  Insurance  Agents,  305  Observatory 
Building,  Peoria,  111. 

Gibson,  W.  H.,  Special  Agent,  Royal  Insurance  Company,  Ltd.,  Center- 
ville,  Md. 

Giersberg,  G.  J.,  State  Agent,  London  Assurance  Company,  605  Postal 
Telegraph  Building,  Kansas  City,  Mo. 

Gilbert,  A.  C,  State  Agent,  Orient  Insurance  Company.  1134  Majestic 
Building,  Detroit,  Mich. 

Gilbert,  Chas.  R.,  Manager,  Insurance  Department,  Mahon,  McFarland 
&  Proctor,  543  Pender  St.,  West,  Vancouver,  British  Columbia. 
Canada. 

Giles,  H.  M.,  Manager,  Millers'  Mutual  Fire  Insurance  Company,  820 
Flour  Exchange,  Minneapolis,  Minn. 

Gill,  W.  S.,  with  Wavman  &  Henrv,  623  Paulsen  Building,  Spokane, 
Wash. 

Gillette-Vibber  Company,  The.  New  London,  Conn. 
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Gilliams.  John  F.,  Camden  Fire  Insurance  Association.  P.  O.  Box  42, 
Riverton.  X.  J. 

Gillies  Brothers,  Ltd..  Lumber  Manufacturers.  Braeside.  Ontario.  Canada. 

Oilman.  J.  A..  Vice  President.  Board  of  Underwriters  of  Territory  of 
Hawaii.  Honolulu,  T.  H. 

Gilmore.  B.  J..  Special  Agent.  German  American  Insurance  Company, 
1024  Lemcke  Building.  Indianapolis,  Ind. 

Gilpin,  F.  S..  Jr..  Fidelitv-Phenix  Fire  Insurance  Companv.   P.  O.  Box 
1010.  New  York.  'X.  Y. 

Gilpin.  Russell.  Special  Agent.  Fidelitv-Phenix  Fire  Insurance  Companv, 
422  Walnut  St..  Philadelphia,  Pa. 

Gilsdorf,  W.  J..  Kentucky  Inspection  Bureau.  609  Security  Trust  Building, 
Lexington.  Ky. 

Glaentzer.  Geo.  W..  with  Gordon.  Roberts  A:  Co..  56  Pine  St..  New  York, 
N.  Y. 

Glassford.  H.         President,  Rockwood  Sprinkler  Companv  of  Canada, 
Ltd..  143  St.  Maurice  St.,  Montreal,  P.  Q.,  Canada." 

Glen.  James,  National  Insurance  Company  of  Great  Britain,  184  St.  V^in- 
cent  St.,  Glasgow,  Scotland. 

Glenn,  G.   R.,  Inspector,   Southeastern  Underwriters'  Association.  540 
Spring  St.,  Atlanta,  Ga. 

Globe   Fire   Insurance  &  Investment  Company.  206  West  Fourth  St., 
Pueblo.  Colo. 

GIos.  H.  v..  Assistant  Engineer.  Underwriters'  Laboratories,  Inc.,  207 
East  Ohio  St..  Chicago.  III. 

Glover.  B.  H..  Assistant  Electrical  Engineer.  Underwriters'  Laboratories. 
Inc.,  207  East  Ohio  St..  Chicago.  111. 

Glover.  Geo.  J.,  General  Contractor,  1111  Hibernia  Bank  Building.  New 
Orleans.  La. 

Godar,  Edmond.  Insurance,  32  Rue  Ommeganck.  Antwerp.  Belgium. 

Goddard,  Convers.  Inspector,  North  British  and  Mercantile  Insurance 
Company,  175  West  Jackson  Boulevard.  Chicago,  111. 

Goddard.  J.  C  Manager.  Room  45.  416  Walnut  St.,  Philadelphia,  Pa. 

Goddard.  J.  M.  D..  Norwich  Union  Fire  Insurance  Societv.  Ltd..  Challis 
House.  Sydney,  N.  S.  W. ,  Australia. 

Godwin.  Frank  E. .  Liverpool  and  London  and  Globe  Insurance  Companv, 
P.  O.  Box  883,  Dallas,  Texas. 

Goldstein,  A.,  Traffic  Engineer.  International  Electric  Protection  Com- 
pany, 115  Broadway.  New  York,  N.  Y. 

Goldthwait.  W.  A.,  Agent,  Automatic  Sprinkler  Company  of  America, 
512  Juanita  Building,  Dallas,  Texas, 

Goodell.  L.  A..   Sprinklered  Risk  Department,  Canadian  Fire  Under- 
writers' Association.  27  Wellington  St.,  East,  Toronto.  Ontario. 

Goodrich.  A.  W..  Goodrich  Transit  Company,  foot  of  Michigan  Ave., 
Chicago,  111. 
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Goodrich,  Jos.  P.,  General  Manager,  Goodrich  Insurance  Agency,  1136 
Majestic  Building,  Detroit,  Mich. 

Goodwillie,  G.  L.  W.,  Inspector,  Western  Factory  Insurance  Association, 
1064  Insurance  Exchange  Building,  Chicago,  111. 

Goodwin,  Wm.  B.,  State  Agent,  35^  North  High  St.,  Columbus,  Ohio. 

Goodwin,  Wm.  G.,  with  Gilmour  &  Coolidge,  100  William  St.,  New  York, 
N.  Y. 

Gottron,  C.   P.,  Inspector,  Board   of   Fire  Underwriters  of  Allegheny 
County,  Commonwealth  Building,  Pittsburgh,  Pa. 
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Gardner,  F.  C,  with  E.  C.  Atkins  &  Company,  Indianapolis,  Ind. 

Gardner,  H.  S.,  Adjuster,  38  South  St.,  Baltimore,  Md. 

Gardner,  Theodore,   State   Agent,  National   Fire   Insurance  Company, 
Lawrence,  Kan. 

Gardner,  T.  D.,  Real  Estate  and  Insurance,  517  Walnut  St.,  McKeesport, 
Pa. 

Gardner,  W.  H.,  Oldfield,  Kirby  &  Gardner,  Agents,  234  Portage  Ave., 
Winnipeg,  Manitoba,  Canada. 

Garland,  Robert,  with  Safety  Armorite  Construction  Company,  Pittsburgh, 
Pa. 
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Garlick,  H.  C,  Special  Agent,  National  Fire  Insurance  Company  of  Hart- 
ford, 411  American  Bank  Building,  Kansas  City,  Mo. 

Garrow,  E.  F.,  Branch  Manager,  British  America  Assurance  Company, 
Winnipeg,  Manitoba,  Canada. 

Garth  Company,  The,  Iron  and  Brass  Founders,  Montreal,  Quebec. 

Gasser,  C.  Albert,  Inspector,  Bureau  of  Combustibles  and  Fire  Risks, 
City  Hall,  Newark,  N.  J. 

Gault,  P.  R.,  Insurance  Broker,  Royal  Insurance  Building,  Place  d'Arms 
Square,  Montreal,  Quebec,  Canada. 

Gay,  Ewell,  Assistant  Manager,  Southern  Department,  Insurance  Com- 
pany of  North  America  and  Philadelphia  Underwriters,  Equitable 
Building,  Atlanta,  Ga. 

Gearhart,  Philip,  Contracting  Engineer,  Automatic  Sprinkler  Company 
of  America,  1030  Henry  Building,  Seattle,  Wash. 

Gedney,  Percy  W.,  Special  Agent,  North  British  &  Mercantile  Insurance 
Company,  504  Empire  State  Building,  Spokane,  Wash. 
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Ontario,  Canada. 
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N.  Y. 
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St.,  Chicago,  111. 
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ville,  Md. 
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Building,  Detroit,  Mich. 
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Giles,  H.  M.,  Manager,  Millers'  Mutual  Fire  Insurance  Company,  820 
Flour  Exchange,  Minneapolis,  Minn. 

Gill,  W.  S.,  with  Wavman  &  Henrv,  623  Paulsen  Building.  Spokane, 
Wash. 

Gillette-Vibber  Company,  The,  New  London.  Conn. 
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Gilliams,  John  F.,  Camden  Fire  Insurance  Association,  P.  O.  Box  42, 
Riverton,  N.  J. 

Gillies  Brothers,  Ltd.,  Lumber  Manufacturers,  Braeside,  Ontario,  Canada. 

Oilman,  J.  A.,  Vice  President,  Board  of  L'nderwriters  of  Territory  of 
Hawaii,  Honolulu,  T.  H. 

Gilmore,  B.  J.,  Special  Agent,  German  American  Insurance  Company, 
1024  Lemcke  Building,  Indianapolis,  Ind. 

Gilpin,  F.  S.,  Jr.,  Fidelity-Phenix  Fire  Insurance  Company,   P.  O.  Box 
1010,  New  York,  N.  Y. 

Gilpin,  Russell,  Special  Agent,  Fidelitv-Phenix  Fire  Insurance  Company, 
422  Walnut  St.,  Philadelphia,  Pa. 

Gilsdorf,  W.  J.,  Kentucky  Inspection  Bureau,  609  Security  Trust  Building, 
Lexington,  Ky. 

Glaentzer,  Geo.  W.,  with  Gordon,  Roberts  &  Co..  56  Pine  St.,  New  York, 
N.  Y. 

Glassford,  H.  W. ,  President,  Rockwood  Sprinkler  Company  of  Canada, 
Ltd.,  143  St.  Maurice  St.,  Montreal,  P.  Q.,  Canada. 

Glen,  James,  National  Insurance  Company  of  Great  Britain,  184  St.  Vin- 
cent St.,  Glasgow,  Scotland. 

Glenn,  G.   R.,  Inspector,   Southeastern  Underwriters'  Association,  540 
Spring  St.,  Atlanta,  Ga. 

Globe   Fire   Insurance  &  Investment  Company,  206  West  Fourth  St., 
Pueblo,  Colo. 

Glos,  H.  v..  Assistant  Engineer,  Underwriters'  Laboratories,  Inc.,  207 
East  Ohio  St.,  Chicago,  111. 

Glover,  B.  H.,  Assistant  Electrical  Engineer,  Underwriters'  Laboratories, 
Inc.,  207  East  Ohio  St.,  Chicago,  111. 

Glover,  Geo.  J.,  General  Contractor,  1111  Hibernia  Bank  Building,  New 
Orleans,  La. 

Godar,  Edmond,  Insurance,  32  Rue  Ommeganck,  Antwerp,  Belgium. 

Goddard,  Convers,  Inspector,  North  British  and  Mercantile  Insurance 
Company,  175  West  Jackson  Boulevard,  Chicago,  111. 

Goddard,  J.  C,  Manager,  Room  45,  416  Walnut  St.,  Philadelphia,  Pa. 

Goddard,  J.  M.  D.,  Norwich  Union  Fire  Insurance  Society,  Ltd.,  Challis 
House,  Sydney,  N.  S.  W.,  Australia. 

Godwin,  Frank  E.,  Liverpool  and  London  and  Globe  Insurance  Company, 
P.  O.  Box  883,  Dallas,  Texas. 

Goldstein,  A.,  Traffic  Engineer,  International  Electric  Protection  Com- 
pany, 115  Broadway,  New  York,  N.  Y. 

Goldthwait,  W.  A.,  Agent,  Automatic  Sprinkler  Company  of  America, 
512  Juanita  Building,  Dallas,  Texas. 

Goodell,  L.  A.,   Sprinklered  Risk  Department,  Canadian  Fire  Under- 
writers' Association,  27  Wellington  St.,  East,  Toronto,  Ontario. 

Goodrich,  A.  W.,  Goodrich  Transit  Company,  foot  of  Michigan  Ave., 
Chicago,  III. 
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Goodrich,  Jos.  P.,  General  Manager,  Goodrich  Insurance  Agency,  1136 
Majestic  Building,  Detroit,  Mich. 

Goodwillie,  G.  L.  W.,  Inspector,  Western  Factory  Insurance  Association, 
1064  Insurance  Exchange  Building,  Chicago,  111. 

Goodwin,  Wm.  B.,  State  Agent,  35^  North  High  St.,  Columbus,  Ohio. 

Goodwin,  Wm.  G.,  with  Gilmour  &  Coolidge,  100  William  St.,  New  York, 
N.  Y. 

Gottron,  C.   P.,  Inspector,   Board   of   Fire  Underwriters  of  Allegheny 
County,  Commonwealth  Building,  Pittsburgh,  Pa. 

Gottschalk,  Lionel  G.,  Contracting  Agent,  Automatic  Sprinkler  Company 
of  America,  830  Plymouth  Building,  Minneapolis,  Minn. 

Gouda,  W.,  Manager,  Rossia  Insurance  Company,  Unter  Den  Linden  12, 
Berlin,  Germany. 

Gough,  W.  Bennett,  Manager,  Arizona  Fire  Insurance  Company,  P.  O. 
Box  726,  Phoenix,  Ariz. 

Gould,  A.  B.,  President,  The  Globe  Automatic  Sprinkler  Company,  1610- 
1620  Reading  Road,  Cincinnati,  Ohio. 

Gould,  Norman    J.,   President,  The    Goulds   Manufacturing  Company, 
Seneca  Falls,  N.  Y. 

Goule,  L.  F.,  Assistant  Secretary,  Germania  Fire  Insurance  Company,  62 
William  St.,  New  York,  N.  Y. 

Graaf,    William,    President,    Minimax   Consolidated,    Ltd.,    17  Linkstr. 
Berlin,  W.  9,  Berlin,  Germany. 

Grand  Rapids  Association  of  Commerce,  Grand  Rapids,  Mich. 

Grand  Rapids  Veneer  Works,  The,  Dry  Kiln  Department,  Grand  Rapids, 
Mich. 

Granger,  Herbert  T.,  Attorney-at-law,  455-456  Colman  Building,  Seattle, 
Wash. 

Grant,  Barton  H.,  144  Waverly  Place,  New  York,  N.  Y. 

Grant,  F.  A.,  W.  S.  Perrin's  Insurance  Agency,  73  Maiden  Lane,  New 
York,  N.  Y. 

Grant,  Percy  S.,  Jones  &  Proctor  Brothers,  533  Brunswick  Ave.,  Toronto, 
Ontario,  Canada. 

Gray,  Clarence  F.,   Inspector,  Western  Factory  Insurance  Association, 
1064  Insurance  Exchange  Building,  Chicago,  111. 

Gray,  J.  Barbour,  of  J.  B.  Gray  &  Son,  Insurance,  607  Columbia  Build- 
ing, Louisville,  Ky. 

Gray,  J.  H.,  State  Agent,  North  British  &  Mercantile  Insurance  Com- 
pany, 35^  North  High  St.,  Columbus,  Ohio. 

Gray,  Neil,  Jr.,  Oswego  Machine  Works,  Oswego,  N.  Y. 

Greene,   F.   A.,  Chief  Inspector,    Insurance   Department,  Pennsylvania 
Railroad  Company,  Broad  Street  Station,  Philadelphia,  Pa. 

Greene,  I.  Lloyd,  Assistant  Manager,  Boston  Insurance  Company,  137 
Milk  St.,  Boston,  Mass. 
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Greenough,  M.  J.,  Engineer,  Underwriters'  Association  of  the  Middle 
Department,  316  Walnut  St.,  Philadelphia,  Pa. 

Greer,  Robt.  C,  Marsh  &  McLennan,  175  West  Jackson  Boulevard,  Chi- 
cago, 111. 

Greist  Manufacturing  Company,  The,  New  Haven,  Conn. 

Grier,  Wm.  D.,  Special  Agent,  North  British  &  Mercantile  Insurance 
Company,  76  William  St.,  New  York,  N.  Y. 

Grim,  R.  W. ,  Special  Agent,  Royal  Exchange  Assurance,  203  Hartman 
Building,  Columbus,  Ohio. 

Grimes,  Lester  A.,  New  York  Fire  Insurance  Exchange,  123  William  St., 
New  York,  N.  Y. 

Grimm,  S.  S.,  Fire  Insurance  Agent,  307  Fourth  Ave.,  Pittsburgh,  Pa. 

Grinnell,  Russell,  Vice  President,  General  Fii-e  Extinguisher  Company, 
Providence,  R.  I. 

Griswold,  F.  M.,  General  Inspector,  Home  Insurance  Companv,  56  Cedar 
St.,  New  York,  N.  Y. 

Griswold.  Harold  E. ,  Special  Agent,  Phoenix  Insurance  Company,  1 
Liberty  St.,  New  York,  N.  Y. 

Grove,  Thomas  C,  Assistant  Secretary,  Distillers  Mutual  Fire  Insurance 
Company  of  Baltimore  City,  307-308  Maryland  Trust  Building, 
Baltimore,  Md. 

Grover,  J.  W.,  Insurance,  Room  442,  141  Milk  St.,  Boston,  Mass. 

Gruber,  W.  C,  Chief  of  Fire  Department,  Guthrie,  Okla. 

Guerin,  William,  Deputy  Chief  of  Fire  Department,  157  East  Sixtv-seventh 
St.,  New  York,  N.  Y. 

Gundlach,  C.  J  ,  Mississippi  Wire  Glass  Companv,  220  Fifth  Ave.,  New- 
York,  N.  Y. 

Gunnison,  Wm.  S.,  Stamp  Clerk  and  Surveyor,  Underwriters'  Association 
of  New  York  State,  Keenan  Building,  Troy,  N.  Y. 

Guttin,  Henry,  The  N.  K.  Fairbanks  Companv,  27  Beaver  St.,  New  York, 
N.  Y. 

Guy,  Harold  S.,  of  Guy  &  Bullock,  Insurance  Agents,  265  Main  St., 
Middletown,  Conn. 
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Hackett,  William  H.,  Niagara-Detroit  Underwriters,  160  Sansome  St., 
San  Francisco,  Cal. 

Haggarty,  J.  C,  Department  Agent,  H.  G.  Vogel  Company,  803  Insur- 
ance Exchange  Building,  Chicago,  111. 

Haight,   Frank,  Manager,  Waterloo  Mutual   Fire   Insurance  Company, 
Waterloo,  Ontario,  Canada. 

Haines,  Wm.  P.,  Secretary,  National  Lumber  Insurance  Companv,  700 
Main  St.,  Buffalo,  N.  Y. 

Hale  &  Kilburn  Company,  1800  Lehigh  Ave.,  Philadelphia,  Pa. 
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Hall,  Edwin  O.,  care  Blake,  Barrows  &  Brown,  9  Central  St.,  Bangor, 
Me. 

Halla,  Philip  J.,  Secretary,  Protection  Mutual  Fire  Insurance  Company 
and  Mill  Owners  Mutual  Fire  Insurance  Company,  20  West  Jack- 
son Boulevard,  Chicago,  111. 

Hallamore,  L.  S.,  London  Assurance  Corporation,  P.  O.  Box  638,  Cape 
Town,  South  Africa. 

Haller  &  Newman,  General  Insurance  Brokers,  Frederick,  Md. 

Halley,  P.  H.,  Contracting  Agent,  General  Fire  Extinguisher  Company, 
Charlotte,  N.  C. 

Halloway,  O.  B.,  1600  Railway  Exchange  Building,  Chicago,  111. 

Haltiwanger,  A.  J.,  Special  Agent,  The  Home  Insurance  Company  of 
New  York,  Jackson,  Miss. 

Hamburg-Bremen  Fire  Insurance  Company,  Hamburg,  Germany. 

Hamelin  &  Ayers  Company,  Ltd.,  The,  Lachute  Mills,  P.  Q.,  Canada. 

Hamilton,  A.  N.,  Special  Agent,  Royal  Exchange  Assurance,  435  Walnut 
St.,  Philadelphia,  Pa. 

Hamilton,  F.  P.,  General  Agent,  Queen  Insurance  Company,  84  William 
St.,  New  York,  N.  Y. 

Hamilton,  James  S.,  Insurance  Inspector,  Seaboard  Air  Line  Railway, 
Atlanta,  Ga. 

Hamilton  Board  of  Trade,  Hamilton,  Ontario,  Canada. 

Hamlin  &  Ladd,  Agents,  212  Merrimack  St.,  Haverhill,  Mass. 

Hamm  Brewing  Company,  The,  corner  Minnehaha  and  Greenbrier  Aves., 
St.  Paul,  Minn. 

Hampson,  Harold,  Insurance  Company  of  North  America,  Montreal, 
Quebec,  Canada. 

Hancock,  Albert  G.,  State  Agent,  Home  Insurance  Company,  Baltimore, 
Md. 

Hand,  E.  S.,  Special  Representative,  Pennsylvania  Wire  Glass  Company, 
100  Broadway,  New  York,  N.  Y. 

Handly,  T.  F.,  Fire  Extinguisher  and  Supply  Company,  1418  Spring  Gar- 
den Ave.,  N.  S.,  Pittsburgh,  Pa. 

Handy,  P.  L.,  with  John  C.  Paige  &  Co.,  65  Kilby  St.,  Boston,  Mass. 

Hannaford,  Samuel  &  Sons,  Architects  and  Engineers,  Hulbert  Block, 
Cincinnati,  Ohio. 

Hannah,  Charles  C,  Special  Agent,  North  British  &  Mercantile  Insur- 
ance Company,  209  Pearl  St.,  Hartford,  Conn. 

Harbeck,  H.  F.,  President,  Challenge  Refrigerator  Company,  Grand 
Haven,  Mich. 

Hard,  Charles  F.,  President,  American  Home  Fire  Insurance  Company, 
Greenville,  S.  C. 

Harding,  J.  A.,  Manager,  Springfield  Fire  and  Marine  Insurance  Com- 
pany, 134  South  La  Salle  St.,  Chicago,  111. 
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Harding,  Louis,  Special  Agent,  Department  of  Improved  Risks,  Home 
Insurance  Co.,  56  Cedar  St.,  New  York,  N.  Y. 

Hardinge,  Franklin,  Watchmen's  Clocks,  3135  Lincoln  Ave.,  Chicago,  111. 

Hardman,  F.,  Fire  Insurance  Inspector,  care  R.  W.  Mayhew  &  Company, 
Calgary,  Alberta,  Canada. 

Hardy,  Cyrus  A.,  E.  M.  Teall  &  Company,  Agents,  2131  Insurance 
Exchange  Building,  Chicago,  111. 

Hardy,  E.  D.,  Manager,  British  Lumber  Insurers,  General  Agency,  42 
Central  Chambers,  Ottawa,  Ontario,  Canada. 

Hardy,  Edw.  R.,  New  York  Fire  Insurance  Exchange,  123  William  St., 
New  York,  N.  Y. 

Hare,  D.  Dallas,  Secretary,  Western  Insurance  Company,  Pittsburgh,  Pa. 

Hare,  J.  M.,  Manager,  Norwich  Union  Fire  Insurance  Society,  Ltd.,  59 
John  St.,  New  York,  N.  Y. 

Hare,  Wm.,  Assistant  Manager,  Norwich  Union  Fire  Insurance  Society, 
Ltd.,  59  John  St.,  New  York,  N.  Y. 

Harper-Shields  Company,  General  Insurance,  Duluth,  Minn. 

Harrigan,  D.  J.,  Underwriters'  Bureau  of  the  Middle  and  Southern  States, 
68  William  St.,  New  York,  N.  Y. 

Harriman,  Henry  H.,  Merchants  &  Farmers  Mutual  Fire  Insurance  Com- 
pany, 51  Hosmer  St.,  Everett,  Mass. 

Harrington,  Geo.,  Special  Agent,  Germania  Fire  Insurance  Company, 
1401  Fourth  National  Bank  Building,  Atlanta,  Ga. 

Harris,  A.  H.,  Secretary,  Virginia  Department,  Southeastern  Under- 
writers' Association,  805-9  American  National  Bank  Building, 
Richmond,  Va. 

Harris,  Charles,  Special  Agent,  North  British  &  Mercantile  Insurance 
Company,  515  Title  Insurance  Building,  Los  Angeles,  Cal. 

Harris,  Harry,  New  York  Board  of  Fire  Underwriters,  123  William  St., 
New  York,  N.  Y. 

Harris,  Reginald  V.,  Halifax,  N.  S.,  Canada. 

Harris,  Thomas  A.,  Chief  of  Fire  Department,  Lynn,  Mass. 

Harrison,  George  W.,  with  J.  B.  F.  Davis  &  Son,  507  Montgomery  St., 
San  Francisco,  Cal. 

Harrison,  J.  M.,  Insurance  Department,  Minneapolis  Loan  &  Trust  Com- 
pany, 111  South  Fourth  St.,  Minneapolis,  Minn. 

Harrison,  O.  L.,  P.  O.  Box  405,  Dallas,  Texas. 

Harrison,  Richard,  Building  Inspector,  City  Hall,  Calgary,  Alberta, 
Canada. 

Harsh,  George  W.,  State  Agent,  North  British  &  Mercantile  Insurance 
Company,  327  Plymouth  Building,  Minneapolis,  Minn. 

Hart,  George  W.,  Niagara  Fire  Insurance  Company,  Dunster  Road, 
Jamaica  Plain,  Mass. 

Hart,  Schaffner  &  Marx,  A.  L.  Ross,  Fire  Marshal,  36  South  Franklin  St., 
Chicago,  111. 
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Hartshorn,  R.  E.,  General  Inspector,  North  British  and  Mercantile  Insur- 
ance Co.,  76  William  St.,  New  York,  N.  Y. 

Haskell,  Charles  W.,  Insurance  Manager,  The  Great  Western  Sugar  Com- 
pany, 203  Sugar  Building,  Denver,  Colo. 

Hastings,  J.  F.,  Assistant  Manager,  North  British  and  Mercantile  Insur- 
ance Company,  76  William  St.,  New  York,  N.  Y. 

Hastings  &  Sons  Publishing  Company,  Daily  Evening  Item,  Lynn,  Mass. 

Hatch,  Frederick  N.,  Westinghouse,  Church,  Kerr  &  Co.,  10  Bridge  St., 
New  York,  N.  Y. 

Hatfield,  Frank  C,  Special  Agent  for  Trezevant  &  Cochran,  General 
Agents,  P.  O.  Box  317,  Little  Rock,  Ark. 

Haughton,  Richard,  of  Haughton  &  Smith,  Insurance,  406  \\'alnut  St., 
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New  York,  N.  Y. 

Harvey,  C.  J.,  Inspector,  with  Irish  &  Maulson,  Traders  Bank  Building, 
Toronto,  Ontario,  Canada. 

Hawkins,  F.  O.,  Special  Agent,  Phoenix  Assurance  Company  of  London, 
Montgomery',  Ala. 
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Adams  St.,  Chicago,  111. 

Hayden,  G.  F.,  Inspector,  Frank  &  Du  Bois,  1212  Martine  Ave.,  Plainfield. 
N.  J. 
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Hayes,  George  W.,  Benedict  &  Benedict,  35  Nassau  St.,  New  York,  N.  Y. 

Hayes,  Robt.  G.,  Special  Agent,  National  Fire  Insurance  Companv, 
Charlotte,  N.  C. 

Hay  ward,  L.  B.,  care  Parke,  Davis  &  Company,  Detroit,  Mich. 

Hayward,  Nathan,  Engineer,  Bell  Telephone  Company  of  Pennsvl vania, 
1230  Arch  St.,  Philadelphia,  Pa. 
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Heaford,  H.  H.,  General  Adjuster,  Room  1116,  29  South  La  Salle  St., 
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Heald,  T.  E.,  Special  Agent,  National  Fire  Insurance  Company,  175  West 
Jackson  Boulevard,  Chicago,  111. 

Healy,  Francis  A.,  Secretary  and  Treasurer,  The  Ohio  Electric  Railway 
Company,  Traction  Building,  Cincinnati,  Ohio. 

Heaton,  E.  P.,  Manager,  Insurance  Department,  Canadian  Manufacturers 
Association,  Toronto,  Ontario,  Canada. 

Hecox,  Charles  L.,  Assistant  Manager,  Reliance  Insurance  and  Delaware 
Insurance  Companv,  2033  Insurance  Exchange  Building,  Chicago, 
111. 

Heer,  F.  J.,  Architect,  P.  O.  Box  225,  Dubuque,  la. 

Heerman,  F.  M.,  Special  Inspector,  Associated  F\'ictory  Mutual  Fire 
Insurance  Companies,  31  Milk  St.,  Boston,  Mass. 
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Hees,  George  H.,  Son  &  Company,  Window  Shade  Manufacturers,  Daven- 
port Road,  Toronto,  Ontario,  Canada. 

Hegner,  Harrison  B.,  The  Home  Insurance  Company,  56  Cedar  St.,  New- 
York,  N.  Y. 

Heller,  Frank  B.,  Louis  Schlesinger,  Essex  Building,  Newark,  N.  J. 

Heller  &  Wilson,  Consulting  Engineers,  First  National  Bank  Building, 
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Hemphill,  W. ,  Fire  Insurance  Agent,  1106  Keystone  Building,  Pittsburgh, 
Pa. 

Hendricks,  R.  W.,  Assistant  Engineer,  Underwriters'  Laboratories,  Inc., 
207  East  Ohio  St.,  Chicago,  111. 
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sociation of  the  City  of  New  York,  62-64  William  St.,  New  York, 
N.  Y. 
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Hoftman,  John  W.,  Special  Agent,  London  &  Lancashire  Fire  Insurance 
Company,  P.  O.  Box  946,  Kansas  City,  Mo. 

Hoffmann,  Dr.  P.    C,  Manager,  Manufacturing  Department,  Virginia- 
Carolina  Chemical  Company,  P.  O.  Box  981,  Richmond,  Va. 

Holabird  &  Roche,  Architects,  1400  Monroe  Building,  Chicago,  111. 

Holden,  W.  F.,  State  Agent,  Spring  Garden  Insurance  Company,  .317  Bryant 
Building,  Kansas  City,  Mo. 

Holland,  T.  F.,  Engineer,  New  England  Insurance  Exchange,  141  Milk  St., 
Boston,  Mass. 

Hollingsworth,  J.  R.,  Special  Agent,  The  North  River  Insurance  Company, 
513  Carondelet  St.,  New  Orleans,  La. 

Hollister,  E.  J.,  R.  G.  Dun  &  Company,  P.  O.  Box  J,  Chicago,  111. 

Hollister,  H.  K.,  Security  Insurance  Company  of  Connecticut,  Rockford,  111. 

Holman,  C.  J.,  Assistant  Manager,  Commercial  Union  Assurance  Company, 
58  William  St.,  New  York,  N.  Y. 

Holman,  Frederick  L.,  Special   Agent,  Norwich   Union   Fire  Insurance 
Society,  Ltd.,  311  Walnut  St.,  Philadelphia,  Pa. 

Holman,  J.  D.,  with  Johnson  &  Higgins,  244  California  St.,  San  Francisco, 
Cal. 

Holman,  W.  A.,  Manager,  Philadelphia  Underwriters,  Southeast  Corner 
Fourth  and  Walnut  Sts.,  Philadelphia,  Pa. 

Holmes,  N.  V.,  Fire  Marshal,  Sears,  Roebuck  &  Company,  Holman  and 
Harvard  Sts.,  Chicago,  111. 

Holt,  G.  B.,  95  Water  St.,  Boston,  Mass. 

Home  Fire  Insurance  Company  of  Utah,  P.  O.  Box  1508,  Salt  Lake  City, 
Utah. 

Honig,  Joseph,  Henry  Honig  &  Son,  57  William  St.,  New  York,  N.  Y. 

Hood,  Frederic  C,  Hood  Rubber  Company,  99  Bedford  St.,  Boston,  Mass. 

Hoover,  John,  State  Agent,  London  &:  Lancashire  In§urance  Company, 
20  Patterson  Building,  Dayton,  Ohio. 

Hopkins,   Hinton  J.,  Special  Agent,  Roval  Insurance  Company,  Atlanta, 
Ga. 

Hopmann  Cornice  Company,  Manufacturers  of  ISIetal  Window  Frames,  2571 
Benton  St.,  St.  Louis,  Mo. 

Hornberger,  J.  G.,  President,  Southern  National  Insurance  Company,  San 
Antonio,  Texas. 

Hornbostel,  E.  H.,  Special  Agent,  Germania  Fire  Insurance  Companv,  62 
William  St.,  New  York,  N.  Y. 

Hornsby.  Harry  H.,  with  Sprague  Electric  Works,  527  West  Thirty-fourth 
■'St.,  New  York,  N.  Y. 

Hosford,  A.  R.,  Assistant  Manager,  Royal  Insurance  Company,  84  William 
St.,  New  York,  N.  Y. 

Hougaard,  John  A.,  General  Inspector,  North  British  &  Mercantile  Insur- 
ance Company,  284  Pine  St.,  San  Francisco,  Cal. 


68  ASSOCIATE  MEMBERS 


Hougham,  F.  D.,  Special  Agent,  National  Fire  Insurance  Company,  202 
Des  Moines  Life  Building,  Des  Moines,  la. 

Houser,  A.  M.,  The  Crane  Company,  1214  South  Canal  St.,  Chicago,  111. 

Howard,  Arthvir  F. ,  Special  Agent,  Granite  State  Fire  Insin-ance  Company, 
Portsmouth,  N.  II. 

Howard  Clock  Company,  E.,  373  Washington  St.,  Boston,  Mass. 

Howard,  Henry  J.  M.,  Fire  Protection  Supplies,  148-1.j0  Pierce  St.,  N.  W., 
Washington,  D.  C. 

Howard,  Lester  B.,  Special  Agent,  Fidelity-Phenix  Insurance  Company, 
Trust  Company  Building,  Augusta,  Me. 

Howarth,  G.  F.  H.,  Inspector,  Minneapolis  Insurance  Agency,  52.5  Plymouth 
Building,  Minneapolis,  Minn. 

Howe,  Geo.  C,  Yice  President,  Niagara  Fire  Insurance  Company,  25  Liberty 
St.,  New  York,  N.  Y. 

Howe,  H.  I.,  Inspector,  Southern  Minnesota  Inspection  Bureau,  Winona, 
Minn. 

Howe,  Walter  C,  Special  Agent,  German  American  Insurance  Company, 
84-86  State  St.,  Albany,  N.  Y. 

Howitt,  Barton,  Norwich  Union  Fire  Insurance  Society,  Ltd.,  12-14  Well- 
ington St.,  East,  Toronto,  Ontario,  Canada. 

Howland,  Oscar  M.,  Special  Agent,  North  British  and  Mercantile  Insurance 
Company,  76  William  St.,  New  York,  N.  Y. 

Howland,  T.  O.,  Special  Agent,  care  Adams  iv:  Boyle,  Little  Rock,  Ark. 

Howland  Dry  Goods  Company,  Bridgeport,  Conn. 

Hoxie,  Charles  H.,  Special  Agent,  Security  Insurance  Companj-,  18  Central 
St  ,  Boston,  Mass. 

Hoxie,  F.  J.,  Inspector,  Associated  Factory  Mutual  Fire  Insurance  Com- 
panies, 31  Milk  St.,  Boston,  Mass. 

Hoyt,  Charles  G^,  North  British  and  Mercantile  Insurance  Company,  76 
William  St.,  New  York,  N.  Y. 

Hoyt,  E.  v.,  84  William  St.,  New  York,  N.  Y. 

Hoyt,  Geo.  W.,  Deputy  Manager,  The  Liverpool  and  London  and  Globe 
Insurance  Company,  45  William  St.,  New  York,  N.  Y. 

Hubbard,  Fred  A.,   Special  Agent,   Hanover   Insurance    Company,  1004 
Woman's  Temple  Building,  Chicago,  111. 

Hvibbard,  N.,  Jr.,  Insurance,  34  Pine  St.,  New  York,  N.  Y. 

Hubbell,  Joseph  G.,  Manager,  National  Inspection  Company,  108  South  La 
Salle  St.,  Chicago,  111. 

Hubble,  John  P.,  State  Agent,  National  Fire  Insurance  Company,  lioard  of 
Trade  Building,  Louisville,  Ky. 

Huddell  &  Patterson,  Agents,  Royal  Insurance  Company,  Limited,  Calgary. 
Alberta,  Canada. 

Huested,  N.    N.,    Special   Agent,    Commonwealth    Insurance  Company, 
Commonwealth  Building,  Pittsburgh,  Pa. 
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Hunt,  C.  N.,  Special  Agent,  North  British  and  Mercantile  Insurance  Com- 
pany, 175  West  Jackson  Boulevard,  Chicago,  111. 

Hunt,  Marshall  N.,  Contractor,  651  Bingham  Ave.,  Sault  Ste.  Marie,  Mich. 

Hunter,  F.  B.,  Fire  Insurance  Agent,  Exchange  Building,  Memphis,  Tenn. 

Hunter,  Frank  L.,  Resident  Manager,  Northern  Assvirance  Company,  Ltd., 
330  California  St.,  San  Francisco,  Cal. 

Hunter,  M.  G.,  Special  Agent,  Glens  Falls  Insurance  Company,  Box  77, 
Charlotte,  N.  C. 

Hunter,  Robert  H.,  Inspector,  1903  Insvirance  Exchange  Building,  Chicago, 
111. 

Hurst,  C.  W.,  243  Clinton  St.,  Toronto,  Ontario,  Canada. 

Hutchins,  E.,  Engineer,  126  Crandell  St.,  Glens  Falls,  N.  Y. 

Hutchins,  Lee  M.,  Manager,  Hazeltine  &  Perkins  Drug  Co.,  Grand  Rapids, 
Mich. 

Hutchins,  W.  S.,  General  Inspector,  North  British  and  Mercantile  Insurance 
Company,  175  West  Jackson  Boulevard^  Chicago,  111. 

Huth,  Harry  O.,  Special  Agent,  Home   Insurance  Company,  56  Cedar  St., 
New  York,  N.  Y. 

Hutson,  A.  C,  Engineer,  Committee  on  Fire  Prevention,  National  Board  of 
Fire  Underwriters,  135  William  St.,  New  York,  N.  Y. 

Hydravilic  Oil    Storage  and   Engineering   Company,  15-17  Oilman  St., 
Detroit,  Mich. 


Ideal  Bedding  Company,  Ltd.,  The,  10  Jefferson  Ave.,  Toronto,  Ontario, 
Canada. 

Illinois  State  Library,  Springfield,  111. 

Imperial  Wire  &  Cable  Company,  Ltd.,  P.  O.  Box  3210,  Montreal,  P.  Q., 
Canada. 

Incandescent  Light  &  Stove  Company,  Oakley,  Ohio. 

Independence  Inspection  Bureau,  137  South  Fifth  St.,  Philadelphia,  Pa. 

Indianapolis  Board  of  Trade,  Indianapolis,  Ind. 

Indianapolis  Trade  Association,  The,  Indianapolis,  Ind. 

Industriidkarenes  I  Finland  Omsesidiga  Brandstodsforening,  Helsingfors, 
Finland,  Europe. 

Ingersoll  Packing  Company',  Limited,  The,  IngersoU,  Ontario,  Canada. 

Inglish,  S.  W.,  State  Fire  Marshal,  care  State  Insurance  Board,  Austin, 
Texas. 

Ingram,  John  C,  Assistant  Manager,  German-American  Insurance  Com- 
pany, 76  West  Monroe  St.,  Chicago,  111. 

Instantaneous  Alarm  Company,  112  Columbia  St.,  Seattle,  Wash. 

Insurance  Institute  of  Hartford,  L.  N.  Denniston,  Secretary,  Hartford,  Conn. 
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Insurance  Library  Association  of  Boston,  141  Milk  St.,  Boston,  Mass. 

Insurance  Society  of  Cleveland,  The,  .502  Chamber  of   Commerce  Build- 
ing, Cleveland,  Ohio. 

Insurance  Society  of  New  York,  Room  605,  84  William  St.,  New  York,  N.  Y. 

International  Service  Company,  348  Pierce  Building,  St.  Louis,  Mo. 

International  Varnish  Company,  Ltd.,  Carlow  and  Gerrard  Sts.,  Toronto, 
Ontario,  Canada. 

Iowa  Land  Credit  Company,  W.  G.  Schanke,  Manager  Insurance  Depart- 
ment, Mason  City,  la. 

Irvin,  Chas.  H.,  President,  Irvin  Underwriting  Companv,  342  Lenox  Road, 
Brooklyn,  N.  Y. 

Irving,  S.  C,  Vice  President  and  General  Manager,  The  Paraffine  Paint 
Companj^,  34  First  St.,  San  Francisco,  Cal. 

Irving,  Washington,  General  Agent,  Phoenix  Assurance  Company,  Ltd.,  of 
London,  343  Sansonie  St.,  San  Francisco,  Cal. 

Ives,  Joel  B.,  North  British  and  Mercantile  Insurance  Companv,  76  William 
St.,  New  York,  N.  Y. 
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Jackman,  Freeman  T.,  Secretarv,  Underwriters'  Fire  Insurance  Companv, 
P.  O.  Box  6.59,  Concord^  N.  H. 

Jacobi,  P.,  Assistant  Manager,  Prussian  National  Insurance  Company, 
Stettin,  Germany. 

Jacobs,  A.  S.,  Indianapolis,  Ind. 

Jacocks,  Thomas  B.,  Special  Agent,  South  Eastern  Underwriters  Association, 
P.  O.  Box  175,  Tarboro,  N.  C. 

Jalonick,  I.,  President,  Austin  &  Commonwealth  Fire  Insvn-ance  Companv, 
Box  1082,  Dallas,  Texas. 

James,  G.  B.,  UnderAvriters'  Laboratories,  Inc.,  207  East  Ohio  St.,  Chicago, 
111. 

James,  R.  C,  General  Auditor,  The  United  Gas  Improvement  Company, 
Broad  and  Arch  Sts.,  Philadelphia,  Pa. 

Jameson,  W.  D.,  Allith  Manufactvu-ing  Company,  1529  McCormick  Build- 
ing, Chicago,  111. 

Jardine,  A.  B.  &  Company,  Manufacturers  of  Tools,  Hespeler,  Ontario, 
Canada. 

Jarvis,  E.  S.,  Special  Agent,  Hanover  Fire  Insurance  Company,  34  Pine  St.. 
New  York,  N.  Y. 

Jarvis,  Percy  B.,  Special  Agent,  P.  O.  Box  787,  Syracuse,  N.  Y. 

Jarvis,  W.  M.,  General  Agent,  Liverpool  and  London  and  Globe  Insurance 
Company,  118  Prince  William  St.,  St.  John.  New  Brunswick, 
Canada. 

Jenckes,  Robt.  A.,  Contracting  Agent,  General  Fire  Extinguislier  Company. 
Providence,  R.  I. 
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Jeni&on,  F.  C,  Local  Insurance  Agent,  20G-208  Jenison  Building,  Lansing, 
Mich. 

Jenkins,  Alex.  C,  Inspector,  New  England  Bureau  of  United  Inspection,  71 
Kilby  St.,  Boston,  Mass. 

Jenkins,  A.  L.,  Dougan  &  Company,  Room  1,  I.  O.  O.  F.  Building,  Rich- 
mond, Ind. 

Jenkins,  C.  H.,  Superintendent  of  Surveys.  Underwriters'  Bureau  of  the 
Middle  and  Southern  States,  68  Williaui  St.,  New  York,  N.  Y. 

Jenkins,  F.  E.,  New  York  Special  Agent,  Rochester  German  Insurance 
Company,  Rochester,  N.  Y. 

Jenkins,  John,  Fire  Superintendent,  Employees'  Liability  Assurance  Cor- 
poration, 8G  Notre  Dame  St.,  West,  Montreal,  P.  Q^,  Canada. 

Jenkins,  S.  M.,  Underwriters'  Bureau  of  the  Middle  and  Southern  States,  68 
William  St.,  New  York,  N.  Y. 

Jenness,    F.    W.,    President,    Rochester    German    Insurance  Company, 
Rochester.  N.  Y. 

Jennings,  Geo.  B.,  Special  Agent,  Royal  Insurance  Company  of  Liverpool, 
Richmond,  Va. 

Jerrard,  Frederick  B.,  Jerrard,  Lenroot  &  Nye,  Insurance,  203  Breuning 
Block,  Superior,  Wis. 

Jeske,  R.  &  Brother,  Sheet  Metal  Works,  111-119  Reservoir  Ave.,  Milwaukee, 
Wis. 

Johns-Manville  Company,  H.  W.,  322  North  Michigan  Ave.,  Chicago,  111. 
Johns-Manville  Company,  H.  W.,  Main  Plant,  Third  St.,  Milwaukee,  Wis. 

Johns-Manville  Company,  H.  W.,  Madison  Ave.  &  41st  St.,  New  York, 
N.  Y. 

Johnson,  A.  L.,  First  Vice  President,  St.  Louis  Expanded  Metal  Fire-proof- 
ing Company,  Mutual  Life  Building,  Buffalo,  N.  Y. 

Johnson,  C.  R.  G.,  of  Evans  &  Johnson,  1723  Notre  Dame  St.,  Montreal, 
Quebec,  Canada. 

Johnson,  C.  W.,  Inspector,  Factory  Insurance  Association,  P.  O.  Box  157, 
West  Hartford,  Conn. 

Johnson,  Chas.  W.,  Inspector,  141  Milk  St.,  Boston,  Mass. 

Johnson,  E.  V.,  National  Fireproofing  Company,  Commercial  National  Bank 
Building,  Chicago,  111. 

Johnson,  M.  A.,  care  E.  E.  Barnard,  175  West  Jackson  Boulevard,  Chicago, 
111. 

Johnson,  Wm.  H.,  General  Inspector,  National  Board  of  Fire  Underwriters, 
2353  North  Nineteenth  St.,  Philadelphia,  Pa. 

Johnson,  W.  Perdue,  General  Agent,  Security  Insurance  Company,  New 
Haven,  Conn. 

Johnston,  James,  Fire  Insurance  Agent,  204  Granite  Building,  Rochester, 
N.  Y. 

Johnston,  J.,  Central  Canada  Insurance  Company,  P.  O.  Box  894,  Brandon, 
Manitoba,  Canada. 
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Jones,  A.  T.,  Special  Agent,  Liverpool  and  London  and  Globe  Insurance 
Company,  Berlin,  Wis. 

Jones,  Aaron  W.,  Special  Agent,  85  North  High  St.,  Columbus,  Ohio. 

Jones,  Frank  M.,  State  Agent,  Sun  Insurance  Office,  120;>  First  National 
Bank  Building,  Cincinnati,  Ohio. 

Jones,  Fred  A.,  President  and  General  Manager,  The  Fred  A.  Jones  Com- 
pany. Consulting  Engineers,  723  Chronicle  Building,  Houston. 
Texas. 

Jones,  M.  B.,  Special  Agent,  Queen  Insurance  Company,  668  East  T\vent\- 
fifth  St.,  Paterson,  N.  J. 

Jones,  Milton  F.,  Inspector,  New  England  Bureau  of  United  Inspection,  71 
Kilby  St.,  Boston,  Mass. 

Jones,  Wm.  E.,  State  Agent,  Security  Insurance  Company,  Box  708, 
Columbus,  Ohio. 

Joselin,  Harold  A.,  Inspector,  New  York  Underwriters'  Agency,  care  Osier, 
Hammond  &  Nanton,  Winnipeg,  Manitoba,  Canada. 

Joseph,  James  F.,  \^ice  President  and  Manager,  Home  Fire  Insurance  Com- 
pany of  Indiana,  115  North  Pennsylvania  St.,  Indianapolis.  Ind. 
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Kahn,  Albert,  Architect,  58-60  Lafayette  Boulevard,  Detroit,  Mich. 

Kallgren,  H.  O.,  Special  Fire  Insurance  Agent,  P.O.  Box  472,  Fargo,  N. 
Dak. 

Kansas  City  Fire  Retardant  Company,  708  Grand  Ave.,  Kansas  City,  Mo. 
Kansas  State  Fire  Prevention  Association,  Topeka,  Kan. 

Karges,  W^m.  H.,  Secretary,  Missouri  Lamp  and  Manufacturing  Company, 
116  Elm  St.,  St.  Louis,  Mo. 

Kaufmann,  M.  J.,  Kaufmann  Bros.  &  Bondy.  oO  Irving  Place.  New  York. 
N.  Y. 

Kay,  Geo.,  Secretary,  Perth  ^Nlvitual  Fire  Insurance  Company,  Stratford. 
Ontario,  Canada. 

Kay,  George  W.,  Inspector,  Western  Factory  Insurance  Association,  2662 
Madison  Road,  Cincinnati,  Ohio. 

Kearns,  T.  P.,  Chief  Inspector,  Department  of  Work  Shops  and  Factories, 
Columbus,  Ohio. 

Keasbey  &  Mattison  Company,  Ambler,  Pa. 

Keating,  B.  T.,  Fire  Insurance  Agent,  Calgary,  Alberta,  Canada. 

Keator,  J.  Gillis,  of  Rainnie  &  Keator,  Insurance  Brokers,  P.  O.  Box  896, 
Halifax,  N.  S.,  Canada. 

Keeley,  James,  Special  Agent,  Royal  Insurance  Company.  Ltd..  26  Clinton 
St.,  Newark,  N.  J. 

Keepers,  E.  S.,  Inspector,  Underwriters"  Bureau  of  the  Middle  and  Southern 
States,  91  Claremont  Ave.,  Buffalo,  N.  Y. 
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Kehr,  G.,  Jr.,  Special  Agent,  German ia  Fire  Insurance  Company,  Box  1284, 
New  York,  N.  Y. 

Keim,  E.  T.,  Superintendent,    American   District   Telegraph  Company, 
Denver,  Colo. 

Keith,  Edw.  H.,  Inspector,  Underwriters'  Bureau  of  Middle  and  Southern 
States,  68  William  St.,  New  York,  N.  Y. 

Kelly,  D.  J.,  Inspector,  St.  Louis  Fire  Prevention  Bureau,  734  Pierce  Build- 
ing, St.  Louis,  Mo- 
Kelly,  Frank  C,  New  York  Fire  Department,  28  South  Holland  Ave., 
Rockaway  Beach,  Long  Island,  N.  Y. 

Kelly-How-Thompson  Company,  Credit  Department,  Duluth,  Minn. 

Kelsej',  H.  N.,  Manager,  Sun  Insurance  Office,  39  South  La  Salle  St., 
'Chicago,  111. 

Kelsev,  J.  A.,  Manager,  Aachen  &  Mvinich  Fire  Insurance  Company,  80 
Maiden  Lane,  New  York,  N.  Y. 

Kemp,  Archihald,  General  Agent,  The  Camden  Fire  Insurance  Association, 
Camden,  N.  J. 

Kemp,  C.  M.,  Manufacturing  Company,  The,  405-413  East  Oliver  St.,  Balti- 
more, Md. 

Kemp,  James,  District  Officer,  Eastern  Hill,  Melbourne,  Australia. 

Kempster,  Ernest  B.,  Inspector,  Insurance  Agency  Company,  1426  Pierce 
Building,  St.  Louis,  Mo. 

Kempton,  A.  F.,  Manager,  Occidental  Fire  Insurance  Companv,  Wawanesa, 
Manitoba,  Canada. 

Kendall,  Albert  L.,  Inspector,  Associated  Factory  Mutual  Fire  Insurance 
Companies,  Room  510,  31  Milk  St.,  Boston,  Mass. 

Kendall,  Frank  P.,  Assistant  Secretary,  Worcester  Mutual  Fire  Insurance 
Company,  377  Main  St.,  Worcester,  Mass. 

Kenlon,  John,  Chief  of  Fire  Department,  157  East  67th  St.,  New  York.  N.  Y. 

Kennedy,  W.  P.,  Joint  Manager,  London  Assurance  Corporation,  138  Notre 
Dame  St.,  West,  Montreal,  Quebec,  Canada. 

Kennedy  &  Albers,  Kennedy  Building,  Fort  Smith,  Ark. 

Kenney,  John  H.,    Assistant   Secretary,  Philadelphia  Fire  Underwriters' 
Association,  135  South  Fourth  St.,  Philadelphia,  Pa. 

-  Kenngott,  A.  G.,  Inspector,  Ohio  and  West  Virginia  Inspection  Bureaus, 
1009  Schmulbach  Building,  Wheeling,  W.  Va. 

Kentner,  Fred  W.,  Special  Agent,  North  British  &  Mercantile  Insurance 
Company,  P.  O.  Box  408,  Rochester,  N.  Y. 

Keppler,  T.  L.,  Superintendent,  The  American  Sugar  Refining  Company, 
Granite  St.,  Boston,  Mass. 

Kern,  Nye,  of  Edwards  &  Kern,  Fire  Insurance,  210  Mohawk  Block,  Spokane, 
Wash. 

Kern,  P.  G.,  Superintendent,  Southern  Division.  American  District  Tele- 
graph Company,  44  Board  of  Trade  Building,  Louisville,  Ky. 
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Kernahan,  J.  K.,  of  Casey  &  Kernahan,  Insurance  Agents,  St.  Catherines, 
Ontario,  Canada. 

Kerr,  Chas.  M.,  Special  Agent,  Farmers  Fire  Insurance  Company,  5:3  East 
Market  St.,  York,  Pa. 

Kerr,  Robert,  Manager,  London  &  Lancashire  Fire  Insurance  Company, 
Ltd.,  95  Pitt  St.,  Sydney,  New  South  Wales,  Australia. 

Keystone  Watch  Case  Company,  The,  Nineteenth  and  Brown  Sts.,  Phila- 
delphia, Pa. 

Kidde,  Walter,  Engineer  and  Constructor,  140  Cedar  St.,  New  York,  N.  Y. 

Kiefer,  A.,  Drug  Company,  The,  Capital  Ave.  and  Georgia  St.,  Indian- 
apolis, Ind. 

Kiefer,  Fred  W.,  Resident  Secretary,  North  British  &  Mercantile  Insurance 
Company,  .316  Fourth  Ave',  Pittsburgh,  Pa. 

Kilbourn,  Charles  W.,  President,  Kilbourn  Knitting  Machine  Company, 
Martinsburg,  W.  Va. 

Kimmel,  C.  W.,  State  Agent,  Camden  Fire  Insurance  Association,  Kendall- 
ville,  Ind. 

King,  J.  L.,  Librarian,  State  Library,  Topeka,  Kan. 

King,  W.  E.,   Inspector,  Western    Factory   Insurance  Association,  2118 
Bellefovmtain  St.,  Indianapolis,  Ind. 

King,  W.  H.,  State  Agent,  Royal  Exchange  Assurance,  532  Security  Bank 

Building,  Minneapolis,  Minn- 
King  &  Andrews  Company,  Chicago  Heights,  111. 

Kingsbury,  Ira  D.,  care  L.  Adler  Brothers  &  Company,  Rochester,  N.  Y. 
Kinleith  Paper  Company,  Ltd.,  St.  Catherines,  Ontario,  Canada. 
Kinne  Manufacturing  Company,  Muskegon  Heights,  Mich. 
Kinne  &  Levan  Company,  The,  Cleveland,  Ohio. 

Kirby,  Frank  E.,  Naval  Architect,  54  Morningside  Drive  West,  New  York, 
N.  Y. 

Kirk,  F.  C,  Liverpool  and  London  and  Globe  Insurance  Company,  P.  O. 
Box  317,  Cape  Town,  South  Africa. 

Kissam,  Henry  S.,  Architect,  37  Liberty  St.,  New  York,  N.  Y. 

Klein,  Henry  Chas.,  P.  O.  Box  1072,  New  York,  N.  Y. 

Klemann  &  Fowler,  Architects,  First  National  Bank  Building,  Trenton, 
N.  J. 

Kleigl,  J.  H.,  Universal  Electric  Stage  Lighting  Companv,  240  West  50th 
St.,  New  York,  N.  Y. 

Kline,  George  E.,  Vice  President,  Continental    Insurance  Company,  P.  O. 
Box  771,  Chicago,  111. 

Knight,  William  U.,  Special  Agent,  Liverpool  and  London  and  Globe  In- 
surance Company,  724  Andrus  Building,  Minneapolis,  Minn. 

Knight  t&  Thomas,  Inc.,  Fire  Extinguishers,  09  State  St.,  Boston,  Mass. 

Knighton,  P.  H.,  State  Agent,  German-American  Insurance  Companv  of 
New  York,  221  North  Fourth  St.,  Hannibal,  Mo. 
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Knisely  Co.,  H.  C,  Northwest   corner    Western    Ave.,    and    20th  St., 
Chicago,  111. 

Knox,  i.\rthur  S.,  36  Pearl  St.,  Hartford,  Conn. 

Koch,  L.  J.,  Jr.,  Special  Agent,  Franklin  Fire  Insurance  Company  of  Phila- 
delphia, P.  O.  Box  2,  Buffalo,  N.  Y. 

Kohn,  Robert  D.,  Architect,  170  Fifth  Aye.,  New  York,  N.  Y. 

Konstantinoff,  N.  N.,  Engineer  of  the  Salamandra  Insurance  Company, 
Wassili  Ostrow  19  Ligne  N.  16,  St.  Petersburg,  Russia. 

Koop,  W.  H.,  German-American  Insurance  Company,  1  Liberty  St.,  New  . 
York,  N.  Y. 

Kountz,  Stieg  &  Company,  Fire  Insurance  Agents,  214  Nicholas  Building, 
Toledo,  Ohio. 

Kramer,  Anders,  Inspecting  Engineer,  Manufacturers  Mutual  Fire  Insurance 
Society,  Helsingfors,  Finland,  Europe. 

Kramer,  Fred,  Chief  Clerk,  with  Alphonse  Franconi,  27  Beaver  St.,  New 
York,  N.  Y. 

Krantz,  H.,  Manufacturing  Company,  The,  160  Seventh  St.,  Brooklyn,  N.  Y. 

Kremer,  Chas.  S.,  Special  Agent,  Hartford  Fire  Insurance  Company,  507 
American  Building,  Baltimore,  Md. 

Kremer,  John,  Special  Agent,  Insurance  Company  of  North  America,  Tele- 
graph Building,  Harrisburg,  Pa. 

Krieger,  L.  B,,  Pacific  Fire  Extinguisher  Company,  507  Montgomery  St., 
San  Francisco,  Cal. 

Krumdick,  G.  F.,  State  Agent,  Liverpool  and  London  and  Globe  Insurance 
Company,  724-725  Andrus  Building,  Minneapolis,  Minn. 

Kruse  Electrical  Manufacturing  Company,  1232  Grant  Ave.,  Fort  Wayne, 
Ind. 

Kunreuther,  Henry,  Secretary  and  Treasurer,  John  D.  Wveth,  91  William 
St.,  New  York,  N.  Y. 
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La  Boyteaux,  W.  H.,  120  Battery  St.,  San  Francisco,  Cal. 
Lahee,  John  S.,  General  Insurance,  Burlington,  la. 

Laidlaw,  John  B.,  Manager,  Norwich  Union  Fire  Insurance  Society,  Ltd., 
12-14  Wellington  St.,  East,  Toronto,  Ontario,  Canada. 

Lake  Placid  Company,  Lake  Placid  Club,  Essex  County,  New  York. 

Lambert,  H.  M.,  Manager,  Guardian  Assurance  Company,  Guardian  Build- 
ing, Montreal,  Quebec,  Canada. 

Lamont,  F.  W.,  Norwich  Union  Fire  Insurance  Society,  Ltd.,  12-14  Welling- 
ton St.,  East,  Toronto,  Ontario,  Canada. 

Lamping,  Lawrence  F.,  State  Agent,  Royal  Exchange  Assurance,  310  Burke 
Building,  Seattle,  Wash. 

Land,  Edward  C,  Special  Agent,  Continental  Insurance  Company,  P.  O. 
Box  632,  Greensboro,  N.  C. 
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Land,  Wm.  P.,  Inspector,  Associated  Factory  Mutual  Fire  Insurance  Com- 
panies, 102  East  Washington  Lane,  Germantown,  Philadelphia,  Pa. 

Landis,  Wallace,  Ohio  Inspection  Bureau,  Masonic  Building,  Lima,  Ohio. 

Lang,  J.,  Electric  Company,  The,  421  North  Lincoln  St.,  Chicago,  111. 

Lapham,  G.  Wavne,  Lapham  &  Taber,  Insurance,  Ferrin  Building,  Cherry 
Creek,  N.  Y. 

Lapp,  George  L.,  A.  C.  M.  Co.  Mines,  Butte,  Mont. 

Larmore,  James  M.,  State  Agent,  Norwich  Union  Fire  Insurance  Society, 
Ltd.,  11th  and  Main  Sts.,  Anderson,  Ind. 

Lasher,  Clinton  D.,  Special  Agent.  Home  Insurance  Corhpany  of  New  York, 
2041  North  Alabama  St.,  Indianapolis,  Ind. 

Lathey,  H.  J.,  Department  Manager,  505-6  Railway   Exchange  Building, 
Portland,  Ore. 

Latulippe,  Rodolph,  Fire  Commissioner,  214  Champs  de  Mars  St.,  Mon- 
treal, P.  Q  ,  Canada. 

Lauder,  William,  Inspector,  New  York  Underwriters'  Agency,  55  Heath  St., 
West,  Toronto,  Ontario,  Canada. 

Lauten  &  Meyer,  Real  Estate,  2566  Broadway,  New  York,  N.  Y. 

Law,  George  W.,  Royal  Insurance  Company,  Ltd.,  160  West  Jackson  Boule- 
vard, Chicago,  111. 

Law,  John  H.,  Manager,  Royal  Insurance  Company,  Ltd.,  160  West  Jackson 
Boulevard.  Chicago,  111. 

Lawler,  G.  S.,  Associated  Factory  Mutual  Fire  Insvn-ance  Companies,  ol 
Milk  St.,  Boston,  Mass. 

Lawrence,  J.  A.,  Superintendent,  Automatic  Sprinkler  Company,  123  William 
St.,  New  York,  N.  Y. 

Lavvry,  George  V.,  District  Secretary,  Board  of  Fire  Underwriters  of  the 
Pacific,  Salt  Lake  City,  Utah. 

Layman,  Irwin  R.,  Inspector,  Robert  M.  Coyle  &  Company,  423  Walnut  St., 
Philadelphia,  Pa. 

Leake,  Wirt,  Special  Agent,  North  British  &  Mercantile  Insurance  Com- 
pany, Wilson  Building,  Dallas,  Texas. 

Leake,  C.  E.,  Washington  Surveying  and  Rating  Bureau,  1021  Fidelity 
Building,  Tacoma,  Wash. 

Leamy,  Charles  E.,  Inspector,  Factory  Insurance  Association,  5  Haynes  St., 
Hartford,  Conn. 

Leavitt,  James  T.,  Citizens  Insurance  Company,  39  South  La  Salle  St.. 
Chicago,  111. 

Le  Baron,  R.  W.,  Superintendent  of  Wires,  Arlington,  Mass. 

Lee,  Charles  T.,  J.  F.  Tapley  Company,  Book  Manufacturers,  531-5-35  West 
37th  St.,  New  York,  N.  Y. 

Lee,  Harrie  B.,  Chief  Officer,  Metropolitan  Fire  Brigade.  Melbourne,  Aus- 
tralia. 

Lee,  Ralph  W.,  Agent,  Commercial  I?ank  Building.  708  P^oiu-teenih  St..  N. 
W.,  Washington,  D.  C. 
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Lee,  Thomas,  Manufacturer  of  Fireproof  Windows,  128-182  Second  St.,  Cin- 
cinnati, Ohio. 

Lee,  William  L.,  Inspector,  The  Union,  1319  Hinman  Ave.,  Evanston,  111. 

Lees,  George  H.,  INIayor,  City  Hall,  Hamilton,  Ontario,  Canada. 

Lefaivre,  A.  A.,  Inspector,  Norwich  Union  Fire  Insurance  Society,  Ltd., 
Lake  of  the  Woods  Building,  Montreal,  Quebec,  Canada. 

Lehenkrauss'  Sons,  J.,  Insurance  Agents,  359  Fulton  St.,  Brooklyn,  N.  Y. 

Leigh,  L.  B.,  &  Company,  General  Fire  Agents,  Little  Rock,  Ark. 

Leitch  Brothers  Flour  Mills,  Ltd.,  Oak  Lake,  Manitoba,  Canada. 

Lemmon,  Wilbur  S.,  Secretary,  Merchants'  Fire  Assurance  Corporation  of 
New  York,  37-39  Liberty  St.,  New  York,  N.  Y. 

Lennig,  Frederick,  Lennig  Brothers  Company,  131  East  Upsal  St.,  German- 
town,  Philadelphia,  Pa. 

Lenox,  W.  W.,  Special  Agent,  Hartford  Fire  Insurance  Company,  Box  46, 
Albany,  N.  Y. 

Leonard,  Alfred,  Civil  Engineer,  Bureau  de  Paris,  26  Rue  Vivienne,  Paris, 
France. 

Leonard,  Eugene  S.,  Insurance  Agent,  Bellows  Falls,  Vt. 

Lermit,  G.  H.,  Manager,  Northern  Assurance  Company,  642  Monadnock 
Block,  Chicago,  111. 

Letton,  Harold  W.,  General  Manager,  Prussian  National  Insurance  Com- 
panj-,  175  West  Jackson  Boulevard,  Chicago,  111. 

Leviness,  Chas.  T.,  Jr.,  President,  Maryland  Insurance  Agency,  10  South 
St.,  Baltimore,  Md. 

Lewis,  A.  M.,  Care  W.  S.  Roberts  &  Co.,  43  Exchange  Place,  New  York, 
N.  Y. 

Lewis,  Leroy  M.,  Secretary  and  Treasurer,  Schade  Valve  Manufacturing  Co., 
2528-2538  N.  American  St.,  Philadelphia,  Pa. 

Lewis,  Morton  S.,  Second  Assistant  Manager,  Royal  Insurance  Companv, 
Ltd.,  84  W^illiam  St.,  New  York,  N.  Y. 

Library  Association  of  Portland,  Seventh  and  Stark  Sts.,  Portland,  Ore. 

Lincoln,  Walter  O.,  German  American  Insurance   Companv,  1  Liberty 
St.,  New  York,  N.  Y. 

Lindback,  A.,  Fire  Commissioner,  Winnipeg,  Manitoba,  Canada. 

Lindsay,  A.  N.,  Special  Agent,  California  Insurance  Company,  327  Central 
Building,  Seattle,  Wash. 

Lindsay,  Gordon,  Electrician,  Metropolitan  Fire  Brigade,  Eastern  Hill,  Mel- 
bourne, Australia. 

Ling,  Percy,  Special  Agent,  North  British  and  Mercantile  Insurance  Com- 
pany, 33  State  St.,  Albany,  N.  Y. 

Linkfield.  B.    L.,  Special  Agent,  North  British  and  Mercantile  Insurance 
Company,  P.  O.  Box  44,  Bayside,  N.  Y. 

Liptrott,  W.  E.,  291-293  Seventh  Ave.,  New  York,  N.  Y. 

Lister's  Agricultural  Chemical  Works,  P.  O.  Box  286,  Newark,  N.  J. 
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Littrell,  Howard  H.,  Special  Agent,  South  Eastern  Underwriters  Associa- 
tion, 5  Flint  St.,  Asheville,  N.  C. 

Livingston,  C.  D.,  State  Agent,  Royal  Exchange  Assurance,  78  Alger  Ave., 
Detroit,  Mich. 

Lock,  Frank,  Manager,  Atlas  Assurance  Conipanv,  Ltd.,  100  William  St., 
New  York,  N.  Y. 

Lockett,  H.  W.,  General  Inspector,  Fred  S.  James  &  Co.,  175  West  Jackson 
Boulevard,  Chicago,  111. 

Lockett,  S.  H.,  Continental  Insurance  Companv,  80  Maiden  Lane,  New 
York,  N.  Y. 

Lockwood,  Greene  &  Company,  93  Federal  St.,  Boston,  Mass. 

Logue,  C.  M.  &  Brother,  Insurance,  307  Fourth  Ave.,  Pittsburgh,  Pa. 

Lohmann,  A.  P.,  Engineer,  B.  F.  Goodrich  Company,  Akron,  Ohio. 

Loller,  W.  11.,  Chief  of  the  Fire  Department,  Youngstown,  Ohio. 

Long,  Frank  O.,  with  C.  B.  Roulet,  2916  Fairmount  Ave.,  Dallas,  Texas. 

Long,  H.  B.,  Engineer,  Tennessee  Inspection  Bureau,  1034  Stahlman  Build- 
ing, Nashville,  Tenn. 

Longacre,  J.  B.^  Insurance  Broker,  558  Bullitt  Building,  Philadelphia,  Pa. 

Longley,  Arthur  A.,  Engineer,  Manufacturers'  Mutual  Fire  Insurance  Com- 
pany, 1324  Marquette  Building,  Chicago,  111. 

Loomis,  Bruce  E.,  with  Marsh  &  McLennan,  80  Maiden  Lane,  New  York. 
N.  Y. 

Loomis,  J.  R.,  Jr.,  Insurance  Agent,  Glens  Falls,  N.  Y. 

Lopez,  J.  E.,  Secretary,  The  Continental  Insurance  Company,  80  Maiden 
Lane,  New  York,  N.  Y. 

Louis,  William  Amos,  City  Manager,  New  Zealand  Insurance  Company, 
Ltd.,  334  California  St.,  San  Francisco,  Cal. 

Louwerse,  P.  M.,  Manager,  Trussed  Concrete  Steel  Company,  Detroit. 
Mich. 

Lovejoy,  Frank  W.,  Eastman  Kodak  Company,  Rochester,  N.  Y. 
Lovejoy  &  Spear,  Phoenix  Insurance  Company,  Cincinnati,  Ohio. 
Lovier,  Arthur  M.,  Local  Fire  Insurance  Agent,  Rome,  N.  Y. 
Low,  Frederic  F.,  Boston  Elevated,  101  Milk  St.,  Boston,  Mas>. 

Low,  Clarence  F.,.  Manager,  Liverpool  and  London  and  Globe  Insurance 
Company,  New  Orleans,  La. 

Lowe,  George  A.,  Jr.,  Inspector,  Sprinklered  Risk  Department,  Canadian 
Fire  Underwriters'  As^ociation,  27  Wellington  St.,  East.  Toronto, 
Ontario,  Canada. 

Lowell  Insulated  Wire  Company,  Lowell,  Mas;?. 

Lowry  &  Pike,  Inc.,  712  New  York  Block,  Seattle,  Wash. 

Lucas,  J.,  Jr.,  of  Davis,  Dorland  &  Companv,  135  William  St..  New  York, 
N.  Y. 
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Luce,  Edgar  P.,  Secretary,  Franklin  Fire  Insurance  Company,  Lock  Box 
1577,  Philadelphia,  Pa. 

Luce,  T.  M.,  National  Fire  Insurance  Company,  175  West  Jackson  Boule- 
vard, Chicago,  111. 

Lucke,  Charles  Edward,  Professor  of  Mechanical  Engineering,  Columbia 
University,  New  York,  N.  Y. 

Ludlow  Valve  Manufacturing    Company,  James  H.    Caldwell,  President, 
Troy,  N.  Y. 

Ludlum,  C.  A.,  Assistant  Secretary,  Home  Insurance  Company,  57  Highland 
Ave.,  Jamaica,  N.  Y. 

Luhrsen,  Louis,  Insurance  Broker,  420  Hart  St.,  Brooklyn,  N.  Y. 

Lukens,  Howard  H.,  Philadelphia   Suburban  Underwriters'  Association, 
331-337  Walnut  St.,  Philadelphia,  Pa. 

Lum,  Charles  H.,  Engineer,  National  Board  of   Fire  Underwriters,  135 
William  St.,  New  York,  N.  Y. 

Lvimbermen's  Mutual  Insurance  Company,  The,  Mansfield,  Ohio. 

Lumbermen's  Underwriting  Alliance,  1101-1104:  R.  A.  Long  Building,  Kan- 
sas City,  Mo. 

Lund,  Charles  J.,  Assistant  Manager,  General  Inspection  Company,  1236 
Plymouth  Building,  Minneapolis,  Minn. 

Lunsford,  Charles  I.,  Insurance,  Roanoke,  Va. 

Lupton,  David  D.,  of  David  Lvipton  &  Sons  Company,  Allegheny  Ave.  and 
Tulip  St.,  Philadelphia,  Pa. 

Lyman,  Chester  W.,  Manager,  Department  Insurance  and  Taxes,  Interna- 
tional Paper  Company,  30  Broad  St.,  New  York,  N.  Y. 

Lynch,  Jas.  D.,  Chief  Engineer,  2204  Fairniount  Ave.,  Philadelphia,  Pa. 

Lytle,  Leonard,  The  Lytle  Company,  Sioux  City,  la. 
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Mable,  Robert,  Special  Agent,  Insurance  Company  of  North  America,  P.  O. 
Box  77,  Charlotte,  N.  C. 

Macallen  Company,  The,  Manufacturers  of  Insulating  Joints  and  Railway 
Material,  Macallen  and  Foundry  Sts.,  Boston,  Mass. 

MacDonald,  J.  E.,  Colorado  Telephone  Company,  1421  Champa  St.,  Denver, 
Colo. 

Mace,  B.  S.,  Superintendent  of  Insurance,  Baltimore  &  Ohio  Railroad  Com- 
pany, Central  Building,  Baltimore,  Md. 

MacEwen,  John,  Superintendent,  Norwich  Union  Fire  Insurance  Society, 
Ltd.,  Lake  of  the  Woods  Building,  Montreal,  Qiiebec,  Canada. 

Macfarlane,  J.  H.,  Special  Agent,  Newark  Fire  Insurance  Company,  518 
Union  Trust  Building,  Detroit,  Mich. 

Machen,  Henry  B.,  Borough  Engineer,  Department  of  Water  Supply,  13 
Park  Row,  New  York,  N.  Y. 
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Mackinney,  C.  B.,  with  Starkweather  &  Shepley,    17  Custom  House  St., 
Providence,  R.  1. 

MacKnight,  Fred  E.,  Continental  Fire  Insurance  Company,  80  Maiden  Lane, 
New  York,  N.  Y. 

Macomber,  Charles  E.,  Jr.,  Underwriters'  Bureau  of  New  England,  141  Milk 
St.,  Boston,  Mass. 

MacQuesten,  W.  E.,  Special  Agent,  Hanover  Fire   Insurance  Companv  of 
New  York,  P.  O.  Box  1220,  New  York,  N.  Y. 

Macrae,  Ernest  M.,  Clerk,  London  and  Lancashire  Fire  Insurance  Company, 
Confederation  Life  Building,  Toronto,  Ontario,  Canada. 

Madeira,  Louis  C,  Jr.,  Agent,  320  Walnut  St.,  Philadelphia,  Pa. 

Mahoney,  Cornelius  J.,  London  and  Lancashire  Fire  Insurance  Company,  2G 
Park  Ave.,  Saranac  Lake,  N.  Y. 

Mahoney  &  Hay,  Insurance  Agents,  111  Mountain  Hill,  Qtiebec,  P.  Q^. 
Canada. 

Maine  Light,  Heat  &  Power  Company,  384  Fore  St.,  Portland,  Me. 

Malcolm,  Charles  S.,  care  C.  H.  Enderton  Si  Company,  Winnipeg,  Mani- 
toba, Canada. 

Malcolm,  C.  Stuart,  care  C.  S.  Lott,  Calgary,  Alberta,  Canada. 

Malcolmson,  J.  F.,  Inspector,  Ormsby,  Clapp,  Anderson,  Ltd.,  38  Welling- 
ton St.,  East,  Toronto,  Ontario,  Canada. 

Mallalieu.  W.  E.,  General  Agent,  National  Board  of  Fire  Underwriters,  13.5 
William  St.,  New  York,  N.  Y. 

Malone,  J.  E.,  Inspector,  Factory  Insurance  Association,  83  Palmer  St., 
Fall  River,  Mass. 

Manhattan  Fireproof  Door  Company,  Winfield,  Long  Island,  N,  Y. 

Manhattan  Rubber  Manufacturing  Company,  18  Vesey  St.,  New  York,  N.  Y. 

Manlove,  H.  T.,  General  Inspector,  W.  H.  Markham  &  Company,  122G 
Pierce  Building,  St.  Louis,  Mo. 

Mann,  F.  P.,  Milwaukee  Bag  Compnny,  Milwaukee,  Wis. 

Mansfield,  R.  H.,  care  Cutler-Hammer  Manufacturing  Companv.  Milwaukee. 
Wis. 

Manson,  J.  N.,  Agent,  Wausau,  Wis. 

Marathon  Paper  Mills  Company,  Rothschild,  Wis. 

Markham,  George  D.,  W.  H.  Markham  &  Company,  1226  Pierce  Build- 
ing, St.  Louis,  Mo. 

Marlow,  W.  C,  General  Superintendent,  The  Shredded  Wheat  Company, 
Niagara  Falls,  N.  Y. 

Marsh,  H.  W.,  Insurance  Manager,  United  States  Steel  Corporation,  80 
Maiden  Lane,  New  York,  N.  Y. 

Marshall,  James,  W.  S.  Brown  Company,  1  Liberty  St.,  New  York,  N.  Y. 

Marshall-Wells  Hardware  Company,  Duluth,  Minn. 

Martin,  Frank  E.,  Secretary,  New  Hampshire  Fire  Insurance  Company. 
Manchester,  N.  H. 
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Martin,  F.  J.,  Secretary  and  Manager,  Northwestern  Mutual  Fire  Asso- 
ciation, 208  Columbia  St.,  Seattle,  Wash. 

Martin,  K.  G.,  with  Ray  L.  Lillibridge,  Inc.,  508  West  122d  St.,  New 
York,  N.  Y. 

Martin,  R.  R.,  Inspector,  Atlas  Assurance  Company,  24  Toronto  St., 
Toronto,  Ontario,  Canada. 

Martin,  Simon  J.,  President,  Mechanics'  Insurance  Company,  Philadel- 
phia, Pa. 

Mason,  H.,  Jr.,  New  England  Insurance  Exchange,  141  Milk  St.,  Boston, 
Mass. 

Mason  City  Loan  and  Trust  Company,  Mason  City,  la. 

Massey,  J.  R.,  Room  205,  6408  Euclid  Ave.,  Cleveland,  Ohio. 

Mathieson,  William,  Secretary,  Fire  Insurance  Association  of  Cape  Town, 
Cape  Town,  South  Africa. 

Matthews,  A.,  Ltd.,  Roofers  &  Sheet  Metal,  256  Adelaide  St.,  West, 
Toronto,  Ontario,  Canada. 

Matthews,  W.  D.,  Superintendent  of  Inspections,  Chicago  Board  of 
Underwriters  of  Chicago,  2145  Insurance  Exchange  Building, 
Chicago,  111. 

Mattison,  Richard  V.,  M.  D.,  President,  Keasbey  &  Mattison  Company, 
Ambler,  Pa. 

Mayer,  F.  J.  Alex.,  State  Agent,  Fire  Association  of  Philadelphia,  102 
Sherlock  Building,  Portland,  Ore. 

Mayes,  F.  W.,  of  Pendleton  &  Pendleton,  Insurance  xVgents,  76  Broad- 
way, Brooklyn,  N.  Y. 

Maynard,  Frank  E.,  General  Fire  Extinguisher  Companv,  Providence, 
R.  I. 

Maynard,  F.  H.,  President,  General  Fire  Extinguisher  Company,  1  Lib- 
erty St.,  New  York,  N.  Y. 

Maynicke  &  Franke,  Architects,  25  Madison  Sq.,  North,  New  York,  N.  Y. 

Mayo,  Jas.  B.,  Inspector,  Factory  Insurance  Association,  263  Butler 
Ave.,  Greenville,  S.  C. 

McAlister,  Archibald,  Hartford  Fire  Insurance  Gompanv,  836  29th  St., 
Oakland,  Cal. 

McAlister,  A.  W.,  Manager,  McAlister,  Vaughn  &  Scales,  General 
Agency,  Greensboro,  N.  C. 

McAra,  James  C,  of  McAra  Brothers  &  Wallace,  Financial,  Insurance 
and  Estate  Agents,  P.  O.  Box  1182,  Regina,  Sask.,  Canada. 

McBean,  Atholl,  Secretary,  Gladding,  McBean  &  Company,  310-316 
Crocker  Building,  San  Francisco,  Cal. 

McBean,  A.,  E.  A.  Whitehead  Company,  Insurance  Agents,  19  Hutchison 
St.,  Montreal,  P.  Q.,  Canada. 

McCabe,  A.  C,  Special  Agent,  Box  649,  Little  Rock,  Ark. 

McCain,  W.  Ross,  Special  Agent,  Aetna  Insurance  Companv  of  Hartford, 
332  Gazette  Building,  Little  Rock,  Ark. 
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McCarthy,  Charles  V.,  Special  Agent,  Pennsylvania  Fire  Insurance  Com- 
pany of  Philadelphia,  246  Stark  St.,  Portland,  Ore. 

McCarthy,  Frank  A.,  care  Messrs.  Marsh  &  McLennan,  80  Maiden  Lane, 
New  York,  N.  Y. 

McCarthy,  John,  Contractor,  167-169  Sussex  Ave.,  Newark,  N.  J. 

McCleary,  E.,  McCleary  Harmon  Company,  Electrical  Contractors,  423 
Stevens  Building,  Detroit,  Mich. 

McClellan,  Stuart,  Inspector,  Burkhardt  Bureau  of  New  Jersey,  Narbeth, 
Pa. 

McCloud,  E.  H.,  Engineer,  Kinnear  Manufacturing  Company,  Columbus, 
Ohio. 

McConnell,  Strubbe,  Fire  Marshal,  City  Hall,  Shreveport,  La. 

McCotter,  C.  A.,  Secretary,  Grain  Dealers  National  Mutual  Fire  Insur- 
ance Company,  811  Board  of  Trade  Building,  Indianapolis,  Ind. 

McCoy,  W.  E.,  Engineer,  The  United  Electric  Light  and  Power  Company, 
1170  Broadway,  New  York,  N.  Y. 

McCullough,  W.  E. ,  Special  Agent,  Queen  Insurance  Company,  Caswell 
Block,  Milwaukee,  Wis. 

McCune,  James  N.,  Secretary,  Underwriters'  Equitable  Rating  Bureau, 
P.  O.  Box  745,  Portland,  Ore. 

McDevitt,  W.,  Inspector,  Philadelphia  Fire  Underwriters'  Association, 
135  South  Fourth  St.,  Philadelphia,  Pa. 

McDonald,  J.  J.,  Manager,  Connecticut  Fire  Insurance  Co.,  Rookery 
Building,  Chicago,  111. 

McDowell,  Edwin  K.,  Special  Agent,  Liverpool  and  London  and  Globe 
Insurance  Company,  Jackson,  Miss. 

McFadden,  F.  J.,  Manager,  Department  of  Improved  Risks,  Home  Insur- 
ance Company,  56  Cedar  St.,  New  York,  N.  Y. 

McFarland,  J.  K.,  Fire  Protection  Engineer  for  Central  Coal  and  Coke 
Company,  and  Long-Bell  Lumber  Company  of  Kansas  City,  Box 
27,  Shreveport,  La. 

McGann,  George,  Superintendent,  American  District  Telegraph  Company, 
29  South  La  Salle  St.,  Chicago,  111. 

McGee,  T.  D.  A.,  Thomas  Ryan  &  Company,  Ltd.,  44-46  Princess  St., 
Winnipeg,  Manitoba,  Canada. 

McGrath,  Wm.,  Fire  Chief,  The  Delaware,  Lackawanna  Western  Rail- 
road Company,  Hoboken,  N.  J. 

McGuire,  Geo.  F.,  of  W.  J.  McGuire  &  Company,  86  King  St.,  West, 
Toronto,  Ontario,  Canada. 

McHannan,  J.  C,  Central  National  Bank,  Cleveland,  Ohio. 

Mcintosh,  J.  M.,  Agent,  Royal  Exchange  Assurance  and  British  and 
Canadian  Underwriters,  36  Smith  Block,  Brandon.  Manitoba. 
Canada. 

McKarahan,  Elmer  V.,  Underwriters'  Bureau  of  New  England.  141  Milk 
St.,  Boston,  Mass. 
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McKay,  E.,  Inspector,  with  Pace,  Harrison  &  Millar,  Winnipeg,  Manitoba, 
Canada. 

McKeghney,  Thos.  P.,  Superintendent,  General  Fire  Extinguisher  Com- 
pany, 1132  Race  St.,  Philadelphia.  Pa. 

McKenzie,  Lee,  Washington  Survey  and  Rating  Bureau,  P.  O.  Box  1818, 
Seattle,  Wash. 

McKinney  &  Allen,  Insurance  Agents,  Sioux  Falls,  S.  D. 

McLauthlin  Company,  George  T.,  The,  Manufacturers  of  Fire  Doors  and 
Shutters,  120  Fulton  St.,  Boston,  Mass. 

McLister,  Frank,  Manager,   Kohler-McLister  Paint  Company,  Denver, 
Colo. 

McMahon,  W.  G.,  Western  Managing  Director,  The  Smart  Bag  Company, 
Ltd.,  Winnipeg,  Manitoba,  Canada. 

McMaster,  H.  B.,  Commissioner,  National  Associated  Metal  Lath  Manu- 
facturers, 812  Wick  Building,  Youngstown,  Ohio. 

McMichael,  S.  B.,  Superintendent,  Dominion  Messenger  &  Telegraph 
Company,  17  Wellington  St.,  East,  Toronto,  Ontario,  Canada. 

McMurray,  Frank,  Manager,  Insurance  Department,  Oldfield,   Kirby  & 
Gardner,  56  Nassau  St.,  Winnipeg,  Manitoba,  Canada. 

McMurrich,  Temple,  8  Leader  Lane,  Toronto,  Ontario,  Canada. 

McNamee,  Frank,  Manager,  H.  G.  Vogel  Company,  Third  and  Chestnut 
Sts.,  Philadelphia,  Pa. 

McNitt,  C.  C,  of  McNitt  &  Frink,  General  Insurance,  182  Broad  St., 
Norwich,  N.  Y. 

McPherson,  Ward  H.,  President  of  McPherson-Carter  Company,  Insur- 
ance, 28  Builders'  Exchange,  Buffalo,  N.  Y. 

McRobie,  John,  General  Manager,  American  District  Telegraph  Company, 
195  Broadway,  New  York,  N.  Y. 

McSween,  J.  F.,  State  Agent,  Franklin  Fire  Insurance  Company,  Louis- 
ville, Ky. 

McWilliam,  Jas.  E..  J.  E.  McWilliam  &  Sons,  Hubbardston,  Mass. 
Mead,  G.  W.,  79  Wall  St.,  New  York,  N.  Y. 

Meade,  Calvert,  Secretary,  Fire  Underwriters'  Association  of  the  Pacific, 
939  Merchants'  Exchange  Building,  San  Francisco,  Cal. 

Meagher,  Edw.  J.,  Special  Agent,  County  Fire  Insurance  Company,  1314 
First  National  Bank  Building,  Cincinnati,  Ohio. 

Mears,  John  H.^  Underwriters'  Bureau  of  the  Middle  and  Southern  States, 
113  Manhattan  Ave.,  New  York,  N.  Y. 

Mechanics'  Institute  Library,  16-24  West  Forty-fourth  St.,  New  York, 
N.  Y. 

Mechanics-Mercantile  Library,  Post  St.,  San  Francisco,  Cal. 

Medlicott,  W.  B.,  General  Agent,  Atlas  Assurance  Company,  Springfield, 
Mass. 

Medlicott,  W.  H.,  London  Assurance  Company,  84  William  St.,  New 
York,  N.  Y. 
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Meek,  Hugh  L.,  Special  Agent,  Hartford  Fire  Insurance  Company,  173| 
South  High  St.,  Columbus,  Ohio. 

Meile,  Adolph,  Insurance,  Masonic  Block,  New  Ulm,  Minn. 

Meinel,  Edward,  with  Fred  S.  James  &  Co.,  123  William  St.,  New  York, 
N.  Y. 

Mellor,  Thos.  D.,  with  General  Fire  Extinguisher  Company,  704  Mutual 
Life  Building,  Philadelphia,  Pa. 

Meon,  Paul,  Chief  Inspector,  La  Metropole  Fire  Insurance  Company,  7 
Rue  Papillon,  Paris,  France. 

Merchants'  Association  of  New  York,  The,  54-60  Lafayette  St.,  New 
York,  N.  Y. 

Merrill,  Robert,  J.,  Insurance  Department,  State  House,  Concord,  N.  H. 

Merrill,  William  H.,  Manager,  Underwriters'  Laboratories,  Inc.,  207  East 
Ohio  St.,  Chicago,  111. 

Mesker,  Frank,  of  Mesker  &  Brother,  421  South  Sixth  St.,  St.  Louis,  Mo. 

Metcalf,  F.  H.,  Engineer,  36  Cass  St.,  Melrose,  Mass. 

Metcalf,  John  S.,  Company,  Grain  Elevator  Engineers  and  Constructors, 
108  South  La  Salle  St.,  Chicago,  111. 

Meyer,  A.  J.,  Deputy  Inspector,  Western  Actuarial  Bureau,  834  Wolfram 
St.,  Chicago,  111. 

Michaels,  R.  E.,  Special  Agent,  507  American  Building,  Baltimore,  Md. 

Michaels,  U.  O.,  Special  Agent,  Western  Assurance  Company,  and  British 
America  Assurance  Company,  Richmond,  Va. 

Middleton,  Elliott,  Branch  Manager,  Tennessee  Inspection  Bureau,  1506 
Tennessee  Trust  Building,  Memphis,  Tenn. 

Middleton,  Hal  E.,  Middleton,  Ross  &  Co.,  Ltd.,  Brokers,  P.  O.  Box  448, 
Calgary, -Alberta,  Canada. 

Mikell,  F.  M.,  Assistant  Manager,  Royal  Insurance  Company,  1115  Empire 
Building,  Atlanta,  Ga. 

Millar,  F.  Grant,   Special   Agent,   National   Fire   Insurance  Company, 
Winnipeg,  Manitoba,  Canada. 

Miller,  G.  Hope,  Special  Agent,  Insurance  Company  of  North  America, 
27-35  Clinton  St.,  Newark,  N.  J. 

Miller,  H.  H.,  Special  Agent,  Queen  Insurance  Company,  1320  Farnam 
St.,  Omaha,  Neb. 

Miller,  J.  Henry,  Contracting  Builder,  106  Dover  St.,  Baltimore,  Md. 

Miller,   Kempster  B.,   McMeen  &   Miller,  Consulting  Engineers,  1454 
Monadnock  Block,  Chicago,  111. 

Miller,  M.  J.,  with  Mr.  C.  B.  Roulet,  Fire  Insurance  Actuary,  726  North 
Pearl  St.,  Dallas,  Texas. 

Miller,  R.  E.,  Secretary,  W.  E.  Caldwell  Company,  Brook  and  D  Sts., 
Louisville,  Ky. 

Miller,  R.  P.,  Superintendent,  Bureau  of  Buildings  for  Manhattan,  220 
Fourth  Ave.,  New  York,  N.  Y. 
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Miller,  W.  E.,  Special  Agent,  German-American  Insurance  Company,  1300 
American  Trust  Company  Building,  Chicago,  111. 

Miller  Chemical  Engine  Company,  220-222  West  Huron  St.,  Chicago,  111. 

Milliman,  C.  F.,  General  Inspector,  North  British  &  Mercantile  Insurance 
Company,  1053  Pierce  Building,  St.  Louis,  Mo. 

Mills,  John  W.,  President  and  General  Manager,  Rhode  Island  Supply 
and  Engineering  Company,  156  West  Exchange  St.,  Providence, 
R.  I. 

Miner,  A.  N.,  Jr.,  Inspector,  Underwriters'  Bureau  of  New  England,  141 
Milk  St.,  Boston,  Mass. 

Minimax  Company,  108-110  Duane  St.,  New  York,  N.  Y. 

Minneapolis  Public  Library,  Tenth  and  Hennepin  Sts.,  Minneapolis,  Minn. 

Minnesota  Fruit  Company,  Duluth,  Minn. 

Minty,  G.  S.,  Special  Inspector,  Rochester-German  Insurance  Company', 
Toronto,  Ontaria,  Canada. 

Mitchell,  C.  W.,  Electrical  Inspector,  Board  of  Fire  Underwriters  of  the 
Pacific,  2747  McGee  Ave.,  Berkeley,  Cal. 

Mitchell,  Frank  K.,  Engineer,  Continental  Insurance  Company,  80  Maiden 
Lane,  New  York,  N.  Y. 

Mitchell,  James,  Inspector,  Sun  Insurance  Office,  15G  Sorauren  Ave., 
Toronto,  Ontario,  Canada. 

Mitchell,  Robert,  Company,  Ltd.,  The,  Manufacturers  Electric  Light  Fix- 
tures, etc.,  Montreal,  P.  Q^,  Canada. 

Mitchell,  Thomas,  Manager,  The  Smart  Bag  Compan}',  Ltd.,  Toronto, 
Ontario,  Canada. 

Moberly,  G.  E.,  Superintendent  of  Agencies,  Northern  Assurance  Company, 
Ltd.,  88  Notre  Dame  St.,  West,  Montreal,  (Quebec,  Canada. 

Mobile  &  Ohio  Railroad  Company,  Insurance  Department,  INIobile,  Ala. 

Moller,  Christen,  care  Royal  Insurance  Company,  Ltd.,  84  William  St.,  New 
York,  N.  Y. 

Moller,  Irving  C.,  Architect,  12  Atwood  St.,  Hartford,  Conn. 

Monarch  Metal  Manufacturing  Company,  The,  1722-30  Tracy  Ave.,  Kansas 
City,  Mo. 

Monmouth  Acetylene-Electric  Manufacturing  Company,  601-621  South  First 
St.,  Monmouth,  111. 

Monohon,  H.  A.,  Line  Clerk,  Minneapolis  Insurance  Agency,  525  Plymouth 
Building,  Minneapolis,  Minn. 

Monroe,  D.  E.,  State  Agent,  National  Fire  Insurance  Company,  175  West 
Jackson  Boulevard,  Chicago,  III. 

Montgomery,  Frank  P.,  Inspector,  Newark  Inspection  Bureau,  756  Broad  St., 
Newark,  N.  J. 

Montgomery,  James  L..  Architect,  403  Coyle  &  Richai'dson  Building, 
Charleston,  W.  Va. 

Montgomery,  W.  E.,  Contracting  Engineer,  Lock  Box  103,  Lewiston,  Me. 
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Moon  Desk  Company,  Muskegon,  Mich. 

Moore,  Fennell  C.  J.,  Inspector,  care  Marsh  &  McLennan,  80  Maiden  Lane, 
New  York,  N.  Y. 

Moore,  Frederick  C,  Superintendent  Special  Risk  and  Inspection  Depart- 
ment, Hartford  Fire  Insurance  Company,  Hartford,  Conn. 

Moore,  G.  W.  F.,  Special  Agent,  Williamsburgh  City  Fire  Insurance  Com- 
pany, 721  West  15th  St.,  Sioux  Falls,  S.  D.  ' 

Moore,  Howard  P.,  State  Agent,  Home  Insurance  Company,  Box  200, 
Albany,  N.  Y. 

Moore,  Robert  M.,  &  Company,  910  Pender  St.,  W.,  Vancouver,  B.  C, 
Canada. 

Moore,  T.  C,  Superintendent  of  Agencies,  German-American  Insurance 
Company  of  New  York,  16  Wellington  St.,  East,  Toronto,  Ontario, 
Canada. 

Moore,  William  Warren,  Underwriters'  Bureau  of  the  Middle  and  Southern 
States,  181:  Fort  Greene  Place,  Brooklyn,  N.  Y. 

Morcom,  E.  D.,  State  Agent,  National  Fire  Insurance  Company,  Sioux 
Falls,  S.  D. 

Morgan,  D.  C,  Special  Agent,  Delaware,  Reliance  and  Rochester-German 
Insurance  Company,  809  New  First  National  Bank  Building,  Col- 
umbus, Ohio. 

Moriarty,  P.  J.,  Special  Agent,  Commonwealth  Insurance  Compan\-,  81 
Home  Bank  Building,  Detroit,  Mich. 

Morrell,  E.  A.,  Continental  Insurance  Company,  80  Maiden  Lane,  New 
York,  N.  Y. 

Morris,  James  M.,  of  Sims  &  Morris,  Insurance  Brokers,  22  St.  John  St., 
Montreal,  P.  Q^,  Canada. 

Morris,  Richard  H.,  Secretary,  Philadelphia  Manufacturers'  Mutual  Fire 
Insurance  Company,  911  Arcade  Building,  Philadelphia,  Pa. 

Morrison,  Fred,  Chief  of  Watertown  Fire  Department,  Watertown,  N.  Y. 

Morrison,  James,  Brass  Manufacturing  Company,  Ltd.,  Toronto,  Ontario, 
Canada. 

Morriss,  V.  S.,  Morriss  Building,  Granite  City,  111. 

Morrow,  John  H.,  Special  Agent,  Commercial  Union  Assurance  Company. 

Ltd.,  Palatine  Insurance  Company,  Ltd.,  Commercial  Union  Fire 
Insurance  Company,  1936  South  Union  Ave.,  Los  Angeles,  Cal. 

Morrow,  R.  G.,  President,  Memphis  Furniture  Manufacturing  Company, 
1146  Union  Ave.,  Memphis,  Tenn. 

Morse,  Frank  W.,  516  Atlantic  Ave.,  Boston,  Mass. 

Moseley,  Hal,  Eiigineer,  with  C.  B.  Roulet,  Fire  Insurance  Actuary,  Insur- 
ance Building,  Dallas,  Texas. 

Mosenthal,  Philip  J.,  Insurance  Broker,  05  William  St.,  New  York.  N.  Y. 

Mosenthal,  Walter  J.,  of  A.  Mosenthal  &  Son,  Insurance  Brokers,  95 
William  St.,  New  York,  N.  Y. 

Moser,  Alfred  A.,  Special  Agent,  with  Crum  &  Foster.  95  William  St..  New 
York,  N.  Y. 
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Moses,  Frederick  W.,  President,  Firemen's  Mutual  Insurance  Company, 
Room  810,  Banigan  Building,  Providence,  R.  I. 

MoskoAvitz,  M.,  Engineer,  The  Prest-O-Lite  Company,  Indianapolis,  Ind. 

Mott,  Frederick  C,  Engineer,  135  William  St.,  New  York,  N.  Y. 

Mount,  E.  H.,  Manager,  144  Montague  St.,  Brooklyn,  N.  Y. 

Mount,  Thomas  E.,  Special  Agent,  918  Hibernia  Building,  New  Orleans,  La. 

Mount  Vernon  Pviblic  Library,  Mount  Vernon,  N.  Y. 

Mourasse,  H.  O.,  Managing  Director,  The  Imperial  Marine  Transportation 
and  Fire  Insvirance  Company,  24  Harukimatchi  Santcheme,  Hongo, 
Tokio,  Japan. 

Mueller,  G.,  Special  Agent,  R.  1009,  Wright  &  Callender  Building,  Fourth 
and  Hill  Sts.,  Los  Angeles,  Cal. 

Muir,  William  S.,  German-American  Insurance  Company,  507  American 
Building,  Baltimore,  Md. 

Mullen,  H.  R.,  Fire  vSupervisor,  St.  Paul  &  Tacoma  Lumber  Company, 
Tacoma,  Wash. 

Mullin,  H.  J.,  Real  Estate  and  Insurance,  403  Lonsdale  Building,  Duluth, 
Minn. 

Mullins,  The  W.  H.,  Company,  Salem,  Ohio. 

Munroe,  H.  E.,  Insurance  Inspector,  P.  O.  Box  588,  Baltimore,  Md. 

Munroe,  Richard  A.,  Insurance  Broker,  64  Wall  St.,  New  York,  N.  Y. 

Murchison,  D.  M.,  Special  Agent,  Rochester  German  Underwriters'  Agency, 
1014  Realty  Building,  Charlotte,  N.  C. 

Murdoch,  W.  L.,  Northwestern  Leather  Company,  Sault  Ste.  Marie,  Mich. 

Murphy,  D.  X.,  &  Brother,  Architects,  140  South  Fifth  St.,  Louisville,  Ky. 

Murphy,  Joseph  A.,  Special  Agent,  ^^tna  Insurance  Company,  16  Downs 
Building,  Seattle,  Wash. 

Muskett,  Henry  W.,  Inspector,  Ormsby,  Clapp  &  Anderson,  Ltd.,  5  South 
Sacrament  St.,  Montreal,  Quebec,  Canada. 

Mutzenbecher,  H.  W.,  Europhaus,  Hamburg,  Germany, 

Myers,  Geo.  M.,  506-7  New  England  Building,  Kansas  City,  Mo. 

Myers,  R.  A.,  Inspector,  Akron  Branch,  Ohio  Inspection  Bureau,  426  Ham- 
ilton Building,  Akron,  Ohio. 

Mynderse  Library,  Seneca  Falls,  N.  Y. 

N 

Naedele,  F.  H.,  Inspector,  Factory  Insurance  Association,  Martinique  Apart- 
ments, Atlanta,  Ga. 

Naghten,  James,  of  John  Naghten  &  Company,  1903  Insurance  Exchange 
Building,  Chicago,  111. 

Nairn  Linoleum  Company,  The,  Newark,  N.  J. 

Nanz  Clock  Company,  178  Fulton  St.,  New  York,  N.  Y. 
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Nash,  Alfred  H.,  Secretary,  Abington  Mutual  Fire  Insurance  Company, 
Abington,  Mass. 

National  Association  of  Cotton  Manufacturers,  45  Milk  St.,  Boston,  Mass. 

National  Association  of  Mutual  Insurance  Companies,  5;^3  Chestnut  St., 
Philadelphia,  Pa. 

National  Biscuit  Company,  Operating  Department,  409  West  15th  St.,  New 
York,  N.  Y. 

National  Enameling  and  Stamping  Company,  Box  591,  New  Orleans,  La. 

National  Fireproofing  Company,  949  Broadway,  New  York,  N.  Y. 

National  Fireproofing  Company,  112(3  Fulton  Building,  Pittsburgh,  Pa. 

National  Inspection  Company,  Twenty-fifth  and  Wharton  Sts.,  Philadelphia. 
Pa. 

National  Metal  Moulding  Company,  1110  Fulton  Building,  Pittsburgh,  Pa. 
Naylor,  J.  T.,  248  Canal  St.,  New  York,  N.  Y. 

Neal,  George  C,  Deputy  Chief  of  District  Police,  State  House,  Boston, 
Mass. 

Neal,  Morris  H.,  Inspector,  Factory  Insurance  Association,  Collinsville, 
Conn. 

Neale,  L.  I.,  J.  B.  King  &  Company,  17  State  St.,  New  York,  N.  Y. 
Nelles,  J.  A.,  &  Son,  Insurance  Agents,  London,  Ontario,  Canada. 
Nelson,  Herman  W.,  Automatic  Sprinkler  Contractor,  Moline,  111. 
Neptune  Meter  Company,  90  West  St.,  New  York,  N.  Y. 

Neracher.  A.  J.,  Department  Agent,  Automatic    Sprinkler  Company  of 
America,  108  South  La  Salle  St.,  Chicago,  111. 

Neracher,  W.  A.,  Second  Vice  President,  General  Fire  Extinguisher  Com- 
pany, Warren,  Ohio. 

Neuburger,  John  M.,  State  Agent,  Atlas  Assurance  Company,  Ltd.,  1219 
First  National  Bank  Building,  Cincinnati,  Ohio. 

New,  Harry,  Vice  President,  Landesman-Hirscheimer  Company,  Cleyeland, 
Ohio. 

Newbern.  R.   H.,  Superintendent,  Insurance   Department,  Pennsyhania 
Railroad,  Broad  Street  Station,  Philadelphia,  Pa. 

Newberry,  F.  J.,  John  A.  Roebling's  Sons  Company,  Trenton,  X.  J. 

Newell,  H.  C,  Inspector,  I'nderwriters'  Bureau  of  New  England,  141  Milk 
St.,  Boston,  Mass. 

New  England  Tank  and  Tower  Compan\-,  88  Broad  St.,  Boston.  Mass. 

Newman  Clock  Company,  152G  Wabash  Ave.,  Chicago.  111. 

Newman  Investment  Company,  Fire  Insurance  and  Real  Estate,  P.  O.  Box 
87,  El  Paso,  Texas. 

New  Orleans  Roof  and  Metal  Works.  Scott  and  St.  Louis  Sts.,  New  Orleans, 
La. 

New  Way  Motor  Compan^•,  The.  Lansing,  Mich. 

New  York  Public  Library.  47()  Fifth  Aye.,  New  York.  N.  Y. 
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Nichols,  Charles  H.,  Consulting  Engineer,  1133  Broadway,  New  York,  N.  Y. 

Nichols,  James,  President,  National  Fire  Insurance  Company,  P.  O.  Drawer 
71,  Hartford,  Conn. 

Nichols,  L.  C,  Home  Insurance  Company,  Sioux  Falls,  S.  D. 

Nicholson,  R.  L.,  Special  Agent,  Home  Insurance  Company  of  New  York, 
618-620  Railway  Exchange  Building,  Milwaukee,  Wis. 

Nicholson,  W.  L.,  Agent,  Royal  Insurance  Company,  Ltd.,  1332  Eleventh 
Ave.,  Altoona,  Pa. 

Niebling,  E.  T.,  Manager,  Commercial  Union  Assurance  Company,  Ltd., 
343  Sansome  St.,  San  Francisco,  Cal. 

Niedner's  Sons  Company,  Charles,  10-20  James  St.,  Maiden,  Mass. 

Noack,  H.  C,  Selling  Agent,  New  York  Belting  &  Packing  Company,  815 
Windsor  Ave.,  Chicago,  111. 

Nolan,  T.  A.,  T.  A.  Nolan  Manufacturing  Company,  39  West  Fifth  St.,  ' 
Cincinnati,  Ohio. 

Norris,  Hardgrove,  40  Gautier  Ave.,  Jersey  City,  N.  J. 

Norris,  R.  V.,  Consulting  Mining  Engineer,  .520  Second  National  Bank 
Building,  Wilkes-Barre,  Pa. 

Northern  Electric  and  Manufacturing  Company,  Ltd.,  814  Notre  Dame  St., 
West,  Montreal,  P.  Q^,  Canada. 
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Preble,  A.  C,  President  and  Treasurer,  The  S.  H.  Harris  Company,  .3333 
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Rand,  F.  W.,  Assistant  Secretary,  North  Empire  Fire  Insurance  Company, 
Winnipeg,  Manitoba,  Canada. 

Randall,  C.  A.,  Fire  Commissioner,  State  House,  Lincoln,  Neb. 

Ransom,  F.  W.,  Special  Agent,  Providence  Washington  Fire  Insurance 
Company,  203  Hartman  Building,  Columbus,  Ohio. 

Rathbone,  R.  C,  &  Son,  Insurance,  80  Maiden  Lane,  New  York,  N.  Y. 

Rawlings,  Ralph,  Assistant  Secretary,  Michigan  Commercial  Insurance 
Company,  Lansing,  Mich. 

Raymer,  G.  L..  Insurance  Department,  The  Cudahj^  Packing  Company,  111 
West  Monroe  St.,  Chicago,  111. 

Raynolds,  E.  W.,  Special  Agent,  Glens  Falls  Insurance  Company,  8  East 
Broad  St.,  Columbus,  Ohio. 

Redman,  Harry  H.,  Essex  and  Suffolk  Equitable  Insvirance  Society,  Ltd.,  68 
Wellesley  Road,  Harrow,  London,  England. 

Reed,  George  W.,  &  Company,  Ltd.,  Fireproof  Windows,  Doors,  etc.,  37 
St.  Antoine  St.,  Montreal,  P.  Q.,  Canada. 

Reed,  S.  Albert,  Consulting  Engineer,  37  East  Fiftieth  St.,  New  York,  N.  Y. 

Reed,  W.,  Secretary,  Mutual  Fire  Prevention  Bureau,  Oxford,  Mich. 

Ree^■es,  M.   S.,  Continental  Insurance  Company,  SO  Maiden  Lane,  New 
York,  N.  Y.  , 

Reflector  &  Hardware  Specialty  Manufacturing  Company,  Western  Ave.  and 
Twenty-second  Place,  Chicago,  111. 

Reid,  Earl  A.,  Special  x\gent.  North  British  &  Mercantile  Insurance  Com- 
pany, Bowling  Green,  Ohio. 

Reid,  Wallace,  Agent,  25  Liberty  St.,  New  York,  N.  Y. 

Reif,  George  W.,  State  Fire  Marshal,  Helena,  Montana. 

Reilly,  James  T.,  Jr.,  Automatic  Sprinkler  Department,  New  York  Fire 
Insurance  Exchange,  123  William  St.,  New  York,  N.  Y. 

Reimer,  Arthur  A.,  Engineer,  Water  Department,  City  Hall,  East  Orange. 
N.  J. 

Reinecke,  O.  C,  Sales  Manager  New  York  Office,  The  American  Metal  Door 
Company,  11.38  Broadway,  New  York,  N.  Y. 

Reiss,  Mortimer,  Insurance  Expert,  311  California  St.,  San  Francisco,  Cal. 
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Reitzes,  Samuel,  Engineer,  Standard  Fire  Extinguisher  Company,  500  New- 
England  Building,  Kansas  City,  Mo. 

Renner,  Frank  L.,  Special  Agent,  Liverpool  and  London  and  Globe  Insur- 
ance Company,  New  Orleans,  La. 

Rensselaer  Polytechnic  Institute,  Library,  Troy,  N.  Y. 

Reo  Motor  Car  Company  of  Canada,  Ltd.,  St.  Catherines,  Ontario,  Canada. 

Retail  Hardware  Mutual  Fire  Insurance  Company,  Metropolitan  Building, 
Minneapolis,  Minn. 

Retzer,  P.  H.,  Special  Agent,  Glens   Falls  Insurance  Coinpany,  650  Minne- 
sota Ave.,  Kansas  City,  Kan. 

Reynaud,  Henry  F.,  Fire  Marshal,  City  Hall,  El  Paso,  Texas. 

Reynolds,  H.  C,  Inspector,  Southeastern  Underwriters'  Association,  P.  O. 
Box  124,  Mobile,  Ala. 

Reynolds,  H.  M.,  Reynolds  Asphalt  Shingle  Company,  Grand  Rapids,  Mich. 

Reynolds,  J.  E.,  Lumber  Insurance  Exchange,  42  Central  Chambers,  Ottawa, 
Ontario,  Canada. 

Reynolds,  R.  S.,  with   Henry  W.  Brown  &  Co.,   100  William  St.,  New 
York,  N.  Y. 

Rhoades,  Sumner,  Special  Agent,  Northern  Assurance  Company,  802-810 
Onondaga  Bank  Building,  Syracuse,  N.  Y. 

Rhodes,  A.  E.,  care  American-LaFrance  Fire  Engine  Company,  Elmira, 
N.  Y. 

Rice,  Clifford  H.,  General  Agent,  Niagara  Fire  Insurance  Company,  87 
Kilby  St.,  Boston,  Mass. 

Rice,  E.  E.,  Secretary,  Galveston  Board  of  Underwriters,  Galveston,  Texas. 

Rice,  F.  H.,  Engineer,  Central  Fire  Sprinkler  Company,  701  Fulton  St., 
Chicago,  111. 

Rich,  Clarence  A.,  Special  Agent,  National  Fire  Insurance  Company,  026 
University  Building,  Syracuse,  N.  Y. 

Rich,  D.,  Treasurer,  R.  J.  Reynolds  Tobacco  Company,  Winston-Salem, 
N.  C.  ■ 

Richards,  A.  J.,  Secretary,  Automatic  Sprinkler  Company  of  America,  123 
William  St.,  New  York,  N.  Y. 

Richards,  Benjamin.  Inspector,  Underwriters'  Bureau  of  New  England,  141 
Milk  St.,  Boston,  Mass. 

Richards,  E.  G.,  Manager  United  States    Branch,  North  British  and  Mer- 
cantile Insurance  Company,  76  William  St.,  New  York,  N. 

Richards,  E.  O.,  Automatic  Fire  Alarm  Company,  410  Broadway,  New  York, 
N.  Y. 

Richards,  E.  U.,  Engineer,  National  Board  of  Fire  Underwriters,  135  William 
Street,  New  York,  N.  Y. 

Richardson,  C.  A,,  North  British  and  Mercantile  Insurance  Company,  Win- 
nipeg, Manitoba,  Canada. 

Richardson,  James  A.,  President  Board   of  Managers.  Fire  Insurance  Sal- 
vage Corps  of  Baltimore  City,  1.3-15  North  St.,  Baltimore,  Md. 
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Richardson,  Nicholas,  Inspector,  Underwriters'  Bureau  of  New  England, 
141  Milk  St.,  Boston,  Mass. 

Richardson,  T.  D.,  Superintendent,  New  York  Underwriters'  Agency,  16 
Wellington  St.,  East,  Toronto,  Ontario,  Canada. 

Richmond,  Arthur  J.,  Manager,  General  Fire  Extinguisher  Company  of 
Massachusetts,  79  Milk  St.,  Boston,  Mass. 

Richters,  J.  C,  Engineer,  Underwriters'  Association  of  New  York  State, 
1000  Onondaga  Bank  Building,  Syracuse,  N.  Y. 

Riddell,  John  E.,  Sheet  Metal  and  Roofing  Works,  12-14  Ferguson  Ave., 
West,  Hamilton,  Ontario,  Canada. 

Riddle,  George  W.,  Assistant  Engineer,  Underwriters'  Laboratories,  Inc., 
207  East  Ohio  St.,  Chicago,  111. 

Ridley,  Percy  E.,  Surveyor,  Abinger,  Burcott  Road,  Purley,  Surrey,  England. 

Ridout,  Douglas  K.,  General  Agent,  Law,  Union  and  Crown  Insurance 
Company,  85  Bay  St.,  Toronto,  Ontario,  Canada. 

Ritchie,  R.  M.,  Inspector,  Manley-McLennan   Agency,  Torrey  Building, 
Duluth,  Minn. 

Rithet,  R.  P.  &  Company,  Ltd.,  General  Agents,  Queen  Insurance  Com- 
pany, Victoria,  B.  C,  Canada. 

Ritt,  Edward  A.,  Inspector,  Fire  Underwriters'  Inspection  Bureau,  375  Cedar 
St.,  St.  Paul,  Minn. 

Riverside  Public  Library,  Riverside,  Cal. 

Roach,  Wm.  C,  Special  Agent,  Commercial  Union  Assurance  Company, 
Rochester,  N.  Y. 

Robb,  Alexander,  of  Pate  &  Robb,  Insurance  Brokers,  100  William  St., 
New  York,  N.  Y. 

Robb,  J.  M.,  Heating  Engineer,  Moline  \^acuum  Vapor  Mfg.  Company,  227 
Columbia  Terrace,  Peoria,  111. 

Roberts,  F.  E.,  Inspector,  Norwich  Union  Fire  Insurance  Society,  Ltd.,  12 
Wellington  St.,  East,  Toronto,  Ontario,  Canada. 

Roberts.  Wm.  W.,  Ins.pector,  care  Gordon,  Roberts  Company,  Insurance,  56 
Pine  St.,  New  York,  N.  Y. 

Roberts,   Wynn,   Insurance  Broker,    18   Bond   St.,  Sydney,  New  South 
Wales,  Australia. 

Roberts  &  Denicke,  Consulting  Engineers,  461  Market  St.,  San  Francisco, 
Cal. 

Robertson,  Percy,  Insurance  Broker,  18  Toronto  St.,  Toronto,  Ontario, 
Canada. 

Robier,  H.  A.,  Special  Agent,  Fidelity-Phenix  Insurance  Company,  of  New 
York,  111-113  Chamber  of  Commerce  Building,  Baltimore,  Md. 

Robieson,  C.  R.  C,  General  Manager,  The  State  Fire  Insurance  Department, 
Wellington,  New  Zealand. 

Robins,  F.  C.  H.,  Special  Agent,  Northern  Assurance  Company,  330  Cali- 
fornia St.,  San  Francisco,  Cal. 
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Robinson,  Henry  B.,  of  J.  B.  &  H.  B.  Robinson,  Insurance  Agents,  St.  John, 
N.  B.,  Canada. 

Robinson,  H.  E.,  Fire  Chief ,  Illinois  Steel  Company,  South  Chicago,  111. 

Robinson,  H.  S.,  Publisher,  Grandview  Boulevard,  Colonial  Heights,  Yon- 
kers,  N.  Y. 

Robinson,  Philip  R.,  Contracting  Engineer,  General  Fire  Extinguisher 
Company,  50  Albany  Trust  Company  Building,  Albany,  N.  Y. 

Robinson,  Thomas  H,,  with  Dwight  Insurance  Survey  Bureau,  76  William 
St.,  New  York,  N.  Y. 

Robinson,  W.  C,  Chief  Engineer,  Underwriters'  Laboratories,  Inc.,  207  East 
Ohio  St.,  Chicago,  111. 

Robinson  Fire  Apparatus  Manufacturing  Company,  4250  North  Twentieth 
St.,  St.  Louis,  Mo. 

Robison,  J.  F.,  Assistant  Secretary,  American  Car  and  Foundry  Company, 
Syndicate  Trust  Building,  St.  Louis,  Mo. 

Rochester  Chamber  of  Commerce,  Rochester,  N.  Y. 

Rockwood,  Geo.  L.,  Worcester  Fire  Extinguisher  Company,  2  Arch  St.. 
Worcester,  Mass. 

Rockwood  Sprinkler  Company,  123  William  St.,  New  York,  N.  Y. 

Rockwood  Sprinkler  Company,  208  Columbia  St.,  Seattle,  Wash. 

Rodgers,  A.  H.,  Branch  Secretary,  Norwich  Union  Fire  Insurance  Society, 
Ltd.,  12-14  Wellinglon  St.,  East,  Toronto,  Ontario,  Canada. 

Rogers,  Charlton  B.,  Special  Agent,  Commonwealth  Insurance  Company, 
1008  Henne-Mansur  Building,  Indianapolis,  Indiana. 

Rogers,  Erie,  Agent,  522  Connecticut  Mutual  Building,  Hartford,  Conn. 

Rogers  &  Baldwin  Hardware  Company,  313-315  South  St.,  Springfield,  Mo. 

Rohn,  George  F.,  446  East  Water  St.,  Milwaukee,  Wis. 

Rohrer,  C.  W.,  Special  Agent,  London  Assurance  Corporation,  329  Story 
Building,  Los  Angeles,  Cal. 

RoUis,  B.  H.,  Architectural  Draftsman,  Stoughton,  Wis. 

Rooklidge,  J.  W.,  Adjuster,  405  Utah  Savings  &  Trust  Company  Building, 
Salt  Lake  City,  Utah. 

Roome,  A.  B.,  Manager,  Continental  Insurance   Companv,  158  Montague 
St.,  Brooklyn,  N.  Y. 

Rosenbaum,  I.  S.,  &  Company,  Insurance  Brokers,  Marine  Building.  San 
Francisco,  Cal. 

Ross,  Arthur  M.,  Architectural  Engineer,  149  Broadway,  New  York,  N.  V. 
Ross,  Frank  M.,  Town  Electrician,  Kentland,  Ind. 

Ross,  L.  R.,  General  Inspector,  Phoenix  Insurance  Company,  Cincinnati, 
Ohio. 

Rossmann,  Herbert  A.,  President,  Riggs-Rossman  Company,  702  American 
Building,  Baltimore,  Md. 

Roth,  Edward  C,  Armstrong-Roth-Cadv  Company.  Chamber  of  Commerce. 
Buffalo,  N.  Y. 


ASSOCIATE  MEMBERS 


101 


Roth,  Victor.  Secretary,  Security  Insurance  Company  of  New  Haven,  New- 
Haven,  Conn. 

Rottman.    Joseph,  Superintendent,    Blish    Milling    Companv,  Sevmour, 
Ind. 

Roulet,  C.  B.,  Fire  Insurance  Actuary,  Insurance  Building,  Dallas,  Texas. 

Rounds,  C.  E.,  Secretary,  The  Foskett  &  Bishop  Company,  New  Haven, 
Conn. 

Row,  Charles,  State  Agent,  National  Fire  Insurance  Companv,  Lansing, 
Mich. 

Rowat,  Robert,  Norwich  L'nion  Fire  Insurance  Society.  Ltd.,  12  and  14 
Wellington  St.,  East,  Toronto,  Ontario,  Canada. 

Rowe,  A.  C  &  Son,  Dealer  in  Fire  Appliances,  280  Broad wav.  New  York, 
N.  Y. 

Rowe,  J.  H.,  120  West  Granite  St.,  Butte,  Mont. 

Ruegnitz,  W.  R.,  Continental  Insurance  Company,  332  South  La  Salle  St., 
Chicago,  111. 

Rumbaugh,  R.  L.,  Automatic  Sprinkler  Construction  Company,  206  La  Salle 
St.,  Chicago,  111. 

Rundqvist,  John,  Director,  C.  E.,  Brandforsakrings  aktiebolaget  Fennia, 
Helsingtors.  Finland. 

Kuppel.  Richard,  care  Griggs  &  Holbrook,  Consulting  Engineers,  3  South 
William  St.,  New  York,  N.  Y. 

Ruse,  Clarence  L.,  Special  Agent,  Royal  Insurance  Companv,  Ltd.,  Atlanta, 
Ga. 

Russell  Motor  Co.,  Ltd.,  West  Toronto,  Ontario,  Canada. 

Rust,  R.  S.,Jr.,  Special  Agent,  Southeastern  Underwriters' Association,  1004 
Hennen  Building,  New  Orleans,  La. 

Ruth,  John  F.,  Metal  Window  Manufactory,  4298  Page  Ave.,  St.  Louis,  Mo. 

Ruth,  P.  C,  Underwriters'  Association,  819  Connell  Building,  Scranton, 
Pa. 

Rutherford,  C.  A.,  Manager,  General  Agency  Department  of  National 
Finance  Company,  Ltd.,  2350  Burns  St.,  Vancouver,  B.  C,  Canada. 

Ryan,  Edwin  C,  Manager.  Ryan  Agency,  Ltd.,  Box  1742,  Winnipeg,  Mani- 
toba, Canada. 

Ryerson,  Charles  H.,  Inspector,  Mill  Owners'  Mutual  Fire  Insurance  Com- 
pany of  Iowa,  R.  F.  D.  No.  3,  Iowa  City,  la. 

Ryon,  C.  E.,  Secretary,  Western  Glass  Companj^  Streator,  111. 

Rvon,  O.  B.,  Manager,  Fire  &  Insurance  Bureau,  Department  of  Publicity 
and  Education,  318-320  Hotel  La  Salle,  Chicago,  111. 


S 

Sabin,  J.  H.,  Contracting  Engineer,  311  Trust  Building,  Rockford,  111. 

Sackett,  Frank  V.,  Engineer,  x\merican  District  Telegraph  Company,  29 
South  La  Salle  St.,  Chicago,  111. 
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Safe  Cabinet  Company,  The,  Marietta,  Ohio. 

Safety  Insulated  Wire  &  Cable  Company,  114  Liberty  St.,  New  York,  N.  Y. 

Sagar,  W.  H.,  Manager,  New  Zealand  Insurance  Company,  Ltd.,  Brisbane, 
Queensland. 

Salmond  Brothers  Company,  General  Contractors,  .526  Elm  St.,  Arlington, 
N.J. 

Sampson,  H.  M.,  Inspector,  Phoenix  Assurance  Company,  Ltd.,  of  London, 
8  and  10  Wellington  St.,  East,  Toronto,  Ontario,  Canada. 

Sanders,  Edmund  L.,  Vice  President,  Merchants'  and  Farmers'  Mutual  Fire 
Insurance  Company,  314  Main  St.,  Worcester,  Mass. 

Sanford,  Ellery,  Inspector,  Royal  Insurance  Company,  Ltd.,  84  William  St.. 
New  York,  N.  Y. 

Sargent,  Frank  W.,  President,  New  Hampshire  Fire  Insurance  Company, 
Manchester,  N.  H. 

Sargent,  Howard  R.,  Managing  Engineer,  Wiring  Supplies  Department, 
General  Electric  Company,  Schenectady,  N.  Y. 

Saskatchewan  Insurance  Company,  The,  Regina,  Saskatchewan,  Canada. 

Sauter,  Fred  J.,  Special  Agent,  Boston  Insurance  Company,  175  West  Jack- 
son Boulevard,  Chicago,  111. 

Schatz,   Frederick  C,  Engineer,  Jos.   Horne  Company,  Penn.,  Fifth  and 
Cecil  Way,  Pittsburgh,  Pa. 

Scheide,  William  C,  Manager,  Balkan  National  Insurance  Company  of 
Sofia,  Bulgaria,  64  Pearl  St.,  Hartford,  Conn. 

Schell,  A.  West,  with  Albert  W.  Schell  &  Co.,  Underwriters,  1414  First 
National  Bank  Building,  Cincinnati,  Ohio. 

Schlaudecker,  F.,  &  Son,  Insurance  Agents,  14  East  8th  St.,  Erie,  Pa. 

Schmidt,  A.  R.,  of  A.  R.  Schmidt  &  Company,  416-420  Walnut  St.,  Phila- 
delphia, Pa. 

Schmidt,  F.  C,  Secretary,  Kinnear  Manufacturing  Companv,  Columbus, 
Ohio. 

Schmitt,  H.  J.,  Manager,  Southern  Bureau  of  Industrial  Safety,  Brown-Marx 
Building,  Birmingham,  Ala. 

Schoeffel,  George  J.,  Fire  Warden,  Erie  Railroad  Company,  Chambers  Street 
Station,  New  York,  N.  Y. 

Schoeneman,  F.  J.,  Special  Agent,  North  British  and  Mercantile  Insurance 
Company,  212  Pine  St.,  San  Francisco,  Cal. 

Schofield,  Charles,  Engineer,  General  Fire  Extinguisher  Companv,  1  Libertv 
St.,  New  York,  N.  Y. 

Schofield,  H.  C,  Assistant  Secretary,  The  Sherwin-Williams  Company.  601 
Canal  Road,  N.  W.,  Cleveland,  Ohio. 

Schonenberg,  John  J.,  with  Willcox,  Peck  &  Hughes.     South  William  St., 
New  York,  *N.  Y. 

Schram,  W.  E.,  Insurance  Correspondent,  14  West  End  Place.  Elizabeth, 
N.J. 
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Schreiber,  Martin,  Engineer,  Maintenance  of  Way,  Public  Service  Railway, 
318  Public  Service  Building,  Newark,  N.  J. 

Schuenemann,  E.,  San  Benito,  Texas. 

Schultz,  F'red,  Fire  Insurance  Inspector,  205  Neptune  Ave.,  Jersey  City,  N.J. 

Schuyler,  Gerald  L.,  General  Agent,  970  Gas  &  Electric  Building,  Denver, 
Colo. 

Schwartz,  I.  L  ,  Manager,  S.  F.  Hayward  &  Company,  104  North  Eighth 
St.,  Philadelphia,  Pa. 

Schweer,  Leo.  J.,  Cincinnati  Fire  Prevention  Bureau,  1403  First  National 
Bank  Building,  Cincinnati,  Ohio. 

Schwendener,  Karl  D.,  Assistant  Inspector,  Department  of  Buildings,  24 
City  Hall,  Los  Angeles,  Cal. 

Scofield,  C.  L.,  Manager  Sprinklered  Risk  Department.  Canadian  Fire 
Underwriters'  Association,  Coristine  Building,  Montreal,  Quebec, 
Canada. 

Scott,  B.  E.,  Special  Agent,  North  British  and  Mercantile  Insurance  Com- 
pany, Little  Rock,  Ark. 

Scott,  E.  F.,  German-American  Insurance  Company,  1402  Lincoln  Building, 
Louisville,  Ky. 

Scott,  Robt.,  Superintendent  Insurance  Department,  Atlantic  Coast  Line 
Railroad  Co.,  'Vilmington,  N.  C. 

Scott,  Walter,  State  Agent,  Home  Insurance  Company,  oil  American  Bank 
Building,  Kansas  City,  Mo. 

Scrimes,  W.  W.,  Superintendent,  Hartford  Fire  Insurance  Company,  Win- 
nipeg, Manitoba,  Canada. 

Scruggs,  Gross  R.,  &  Company  341-343  Commerce  St.,  Dallas,  Texas. 

Seaman,  Edwin  H.,  Inspector,  Underwriter  at  American  Lloyds,  Wantagh, 
Long  Island,  N.  Y. 

Searls,  Niles,  Jr.,  General  Fire  Inspector.  Southern  Pacific  Railway  Com- 
pany, Flood  Building,  San  Francisco,  Cal. 

Sears,  T.  E.,  Engineer,  with  Elmer  A.  Lord  &  Company,  14-5  Milk  St., 
Boston,  Mass. 

Secretary,  The,  British  America  Assurance  Company,  Toronto,  Ontario, 
Canada. 

Security  Mutual  Fire  Insurance  Company,  Chatfield,  Minn. 
Seeler,  Harry  L.,  34.39  North  15th  St.,  Philadelphia,  Pa. 

Seibels,  Edwin  G.,  Manager  Southern  Department,  Glens  Falls  Insurance 
Company,  Columbia,  S.  C. 

Sergowsky,  N.,  Insurance  Engineer,  Gorokhowaia  6,  St.  Petersburg,  Russia. 

Sewell,  John  Stephen,  Vice  President  and  General  Manager,  Alabama 
Marble  Company,  Gantts  Quarry,  Ala. 

Shallcross,  C.  F.,  Manager,  Royal  Insurance  Company,  Ltd.,  84  William  St., 
New  York,  N.  Y. 

Shannon,  W.  G.,  State  Agent,  American  Insurance  Company  of  New  Jersey, 
Eaton,  Ohio. 
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Sharp,  George  P\,  Mill  Owners'  Mutual  Fire  Insurance  Company,  415 
Securities  Building,  Des  Moines,  la. 

Sharp,  J.  T.,  Secretary,  Mill  Owners'  Mutual  Fire  Insurance  Company  of 
Iowa,  Securities  Building,  Des  Moines,  la. 

Sharpe,  Ernest,  Special  Agent.  British  America  Assurance  Company,  41.5 
Union  Bank  Building,  Pittsburgh,  Pa. 

Shartenberg  &  Robinson  Company,  Department  Stores,  Pawtucket,  R.  I. 

Shaw,  H.  K.,  Examiner  of  Rates,  Bullitt  Building,  Philadelphia,  Pa. 

Shaw,  J.  Munroe,  Inspector,  Cincinnati  Fire  Prevention  Bureau,  140o  First 
National  Bank  Building,  Cincinnati.  Ohio. 

Shaw,  R.  G.,  2929  Michigan  Ave.,  Kansas  City,  Mo. 

Sheafe,  Edwin,  Treasurer,  Boston  Automatic  Fire  Alarm  Company,  141 
Milk  St.,  Boston,  Mass. 

Shearman,  B.  R.,  Local  Inspector,  North  British  and  Mercantile  Insurance 
Company,  234  Pine  St.,  San  Francisco,  Cal. 

Sheldon,  Charles  E.,  Manager,  American  Insurance  Company,  Rockford,  111. 

Shelley,  William  O.,  Factory  Insurance  Association,  5  Haynes  St.,  Hartford, 
Conn. 

Shepley,  G.  L.,  of  Starkweather  &  Shepley,  17  Custom  House  St.,  Provi- 
dence, R.  I. 

Sherrard,  J.  H.,  President,  The  Alaska  Feather  &  Down  Company,  Ltd., 
Montreal,  P.  Q^,  Canada. 

Sherrard,  McKee,  Assistant  Manager,  The  Yorkshire  Insurance  Company, 
Ltd.,  362  Pine  St.,  San  Francisco,  Cal. 

Sherwood,  Louis,  of  Van  Houten  »Sc  Sherwood  Insurance  Agency,  15  Ex- 
change PL,  Jersey  City,  N.  J. 

Sherwood,  William  C,  care  Hersey  Manufacturing  Company,  174  Fulton 
St.,  New  York,  N.  Y. 

Simmons,  John,  Company,  Iron  Pipe,  Fittings  and  Valves,  104-110  Centre 
St.,  New  York,  N.  Y. 

Simons,  W.  N.,   Special   Hazard  Examiner,  Liverpool  and  London  and 
Globe  Insurance  Company,  New  Orleans,  La. 

Simonson,  J.  V.  R.,  Special  Agent,  Home  Insurance  Company,  39  Ridge- 
wood  Ave.,  Brooklyn,  N.  Y. 

Simplex  Time  Recorder  Company,  Lock  Box  H,  Gardner,  Mass. 

Simpson,  H.  L.,  State  Agent,  Royal  Exchange  Assurance,  807-808  Gas  c^- 
Electric  Building,  Denver,  Colo. 

Sioux  Falls  Construction  Company,  Sioux  Falls,  S.  Dak. 

Sirrine,  J.  E,,  Mill  Engineer,  Main  St.,  Greenville,  S.  C. 

Skinner,  C.  E.,  Westinghouse  Electric       Manufacturing  Company.  Pitts- 
burgh, Pa. 

Slater,  N.,  AUith  Manufacturing  Company,  Hamilton,  Ontario,  Canada. 

Sleeper,  Dwight  Wm.,  Inspector,  Underwriters'  Bureau  of  New  England. 
141  Milk  St.,  Boston,  Mass. 
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Sloan,  C.  B.,  &  Company,  Insurance  Brokers,  Merchants  Exchange  Build- 
ing, San  Francisco,  Cal. 

Sloan,  Frank  T.,  Insurance  Inspector,  Brooklyn  Heights  Railroad  Com- 
pany, 234  East  Third  St.,  Brooklyn,  N.  Y. 

Small,  A.  R.,  Superintendent  of  Label  Service,  Underwriters'  Laboratories, 
Inc.,  207  East  Ohio  St.,  Chicago,  111. 

Smalley,  F.  M.,  Special  Agent,  Glens  Falls  Insurance  Company,  COT  Uni- 
versity Ave.,  Syracuse,  N.  Y. 

Smart  Bag  Company,  Ltd.,  The,  J.  T.  F.  Keene,  General  Manager,  Montreal, 
P.  Q.,  Canada. 

Smith,  Arthur  H.,  Engineer  and  Inspector,  Factory  Mutual  Fire  Insurance 
Companies,  31  Milk  St.,  Boston,  Mass. 

Smith,  B.  H.,  General  Manager,  Longville  Lumber  Company,  Longville,  La. 

Smith,  B.  J.,  Manager  Pacific  Department,  Connecticut  Fire  Insurance 
Company,  Alaska  Commeixial  Building,  San  Francisco,  Cal. 

Smith,  Benjamin  J.,  State  Agent,  Home  Insurance  Company,  Charlotte, 
N.  C. 

Smith,  Chas.  G.,  Secretary,  German-American  Insurance  Company,  1  Liberty 
St.,  New  York,  N.  Y. 

Smith,  Chas.  H.,  Engineer  and  Special  Inspector,  Associated  Factory  Mutual 
Fire  Insurance  Companies,  31  Milk  St.,  Boston,  Mass. 

Smith,  C.  H.,  Inspector  Special  Risk  and  Inspection  Department,  Hartford 
Fire  Insurance  Company,  Hartford,  Conn. 

Smith,  Chas.  Hoyt,  444  Broadway,  Albany,  N.  Y. 

Smith,  E.  J.,  Engineer,  Underwriters'  Laboratories,  Inc.,  207  East  Ohio  St., 
Chicago,  111. 

Smith,  F.  F.,  Metal  Window  Hardware  Company,  50  Spring  St.,  Newark, 
N.  J. 

Smith,  Geo.  F.,  Inspector  Sprinklered  Risk  Department,  Underwriters' 
Association  of  New  York  State,  1000  Onondaga  Bank  Building, 
Syracuse,  N.  Y. 

Smith,  H.  C,  President,  Allith  Manufacturing  Company,  Taylor  St.  and 
Forty-third  Ave.,  Chicago,  111. 

Smith,  H.  E.,  Special  Agent,  North  British  ifc  Mercantile  Insurance  Com- 
pany, 224  Henry  Building,  Portland,  Ore. 

Smith,  H.  P.,  Superintendent  Inspection  Department,  Factory  Insurance 
Association,  5  Haynes  St.,  Hartford,  Conn. 

Smith,  Jas.  A.,  Vice  President,  McCormick  Waterproof  Cement  Company, 
515  Old  Bank  of  Commerce  Building,  St.  Louis,  Mo. 

Smith,  James  W.,  Inspector,  Underwriters'  Bureau  of  New  England,  141 
Milk  St.,  Boston,  Mass. 

Smith,  Lomas,  Secretary,  Fire  Underwriters'  Association  of  Tasmania, 
Franklin  Chambers,  Macquarie  St.,  Hobart,  Tasmania,  Australia. 

Smith,  Oscar  A.,  Smith  &  Wallace,  Insurance  Agents,  P.  O.  Box  795, 
Memphis,  Tenn. 
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Smith,  S.  H.  W.,  Norwich  Union  Fire  Office,  P.  O.  Box  1212,  Cape  Town, 
South  Africa. 

Smith,  Walter  F.,  Manager,  Springfield  Fire  and  Marine  Insurance  Com- 
pany, 203  East  State  St.,  Trenton,  N.  J. 

Smith,  Warren  K.,  State  Agent,  North  British  &  Mercantile  Insurance  Com- 
pany, Omaha  National  Bank  Building,  Omaha,  Neb. 

Smith-Fess  Agency,  Insurance,  P.  O.  Box  1935,  Winnipeg,  Manitoba, 
Canada. 

Smith  Gas  Power  Company,  The,  Lexington,  Ohio. 

Snell,  T.  C.  B.,  Engineer,  National  Board  of  Fire  Underwriters,  135  William 
St.,  New  York,  xN.  Y. 

Snelling,  Walter  O.,  Consulting  Chemist,  214  Main  St.,  Pittsburgh,  Pa. 

Snow,  Walter  B.,  Publicity  Engineer,  170  Summer  St.,  Boston,  Mass. 

Sodersten,  H.,  Chief  Inspector,  Skandia  Insurance  Company,  Ltd.,  Stock- 
holm, Sweden. 

Sompayrac,  Edwin  D.,  Architect,  Columbia,  S.  C. 

Southern  Railway  Company,  F.  H.  Elmore,  Superintendent  of  Insurance, 
Washington,  D.  C. 

Southgate,  J.  H.,  &  Son,  Insurance  Agents,  Durham,  N.  C. 

Sowards,  William,  Norwich  Union  Fire  Insurance  Society,  Ltd.,  607  First 
National  Bank  Building,  Cincinnati,  Ohio. 

Sparling,  Charles  P.,  Norwich  Union  Fire  Insvirance  Society,  Ltd.,  Toronto, 
Ontario,  Canada. 

Spaulding,  Earl,  Contracting  Agent,  Automatic  Sprinkler  Company  of 
America,  255  South  55th  St.,  Philadelphia,  Pa. 

Specht,  J.  C,  Vice  President,  California  Cornice  Works,  1610-14  San  Fer- 
nando St.,  Los  Angeles,  Cal. 

Speed,  J.  Smith,  Special  Agent,  Liverpool  &  London  &  Globe  Insurance 
Company,  333  Gazette  Building,  Little  Rock,  Ark. 

Spencer,  Herbert  S.,  care  Ray  D.  Lillibridge,  Inc.,  192  Broadway,  New  York, 
N.  Y.  ^ 

Spooner,  Geo.  H.,  Manager,  Department  of  Improved  Risks,  Insurance 
Company  of  the  State  of  Pennsylvania,  308  Walnut  St.,  Philadel- 
phia, Pa. 

Spratt,  W.  A.,  Insurance  Broker,  302  Bank  of  Hamilton  Building.  Hamilton, 
Ontario,  Canada. 

Sproull,  W.  H.,  Chairman,  Fire  Insurance  Committee,  Pittsburgh  Associa- 
tion of  Credit  Men,  Curry  Building,  Pittsburgh,  Pa. 

St.  Louis  Association  of  Credit  Men,  Security  Building,  St.  Louis.  Mo. 

St.  Louis  Public  Library,  St.  Louis,  Mo. 

St.  Paul  Fire  and  Marine  Insurance  Company,  Fifth  and  Washington  Sts.. 
St.  Paul,  Minn. 

Staats,  Henry  N.,  Insurance  Expert,  Electric  Building.  Cleveland.  Ohio. 
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Stabler,  Frank  L.,  State  Agent,  North  British  &  Mercantile  Insurance  Com- 
pany, 124  East  Market  St.,  Indianapolis,  Ind. 

Stabler,  Walter,  Comptroller,    Metropolitan   Life    Insurance  Company, 
1  Madison  Ave.,  New-York,  N.  Y. 

Stack,  William  H.,  Fire  Department,  167  East  111th  St.,  New  York,  N.  Y. 

Stafford,  J.  F.,  Special  Agent  and  Adjuster,  London  &  Lancashire  Insurance 
Company,  15  North  Fourth  St.,  Minneapolis,  Minn. 

Stafford,  O.  M.,  Goss-Bedell  Company,  Plain  Dealer  Building,  Cleveland, 
Ohio. 

Stagg,  E.  R.,  Chief  of  Fire  Department,  Sapulpa,  Okla. 

Stainton,  H.,  Inspector,  Western  Canada  Fire  Underwriters'  Association, 
Winnipeg,  Manitoba,  Canada. 

Staley,  H.  L.,  Special  Agent,  Franklin  Fire  Insvirance  Company  of  Phila- 
delphia, 7  Young  PI.,  Utica,  N.  Y. 

Standard  Extinguisher  Company,  Fire  Extinguishers,  24  Binford  St.,  South 
Boston,  Mass. 

Standard  Fireproof  Sash  &  Door  Company,  182  Diamond  St.,  Brooklyn,  N.  Y. 

Standard  Paint  Company,  The,  100  William  St.,  New  York,  N.  Y. 

Standart,  Frederick  W.,  Fire  Insurance  Agent,  607  Colorado  Building,  Den- 
ver, Colo. 

Staniford,  F.  C,  Special  Agent,  Norwich  Union  Fire  Insurance  Societv, 
Ltd.,  Gilroy,  Cal. 

Stanley,  Robert  R.,  Independence  Inspection  Bureau,  1.37  South  Fifth  St., 
Philadelphia,  Pa. 

Stanley,  Vincent,  General  Manager,    Manhattan  Fire   Alarm  Company, 
30  Vesey  St.,  New  York,  N.  Y, 

Stansburv,  Alfred  L.,  with  Mr.  W.  H.  Burkhardt,  P.  O.  Box  125.  Camden, 
N.J. 

Stanton,  Howard  L.,  Chief  of  Fire  Department,  Fairmount  St.,  Norwich, 
Conn. 

Stark,  Le  Claire,  Superintendent  Loss  Department,  Royal  Insurance  Com- 
pany, Ltd.,  160  West  Jackson  Boulevard,  Chicago,  111. 

Starkweather,  E.  V.,  Engineer,  Fidelity-Phenix  Insurance  Company-,  80 
Maiden  Lane,  New  York,  N.  Y. 

Staver  Carriage  Company,  76th  and  Wallace  Sts.,  Chicago,  111. 

Stebbins,  Paul  P.,  Rocky  Mountain  Fire  Underwriters'  Association,  P.  O. 
Box  1710,  Denver,  Colo. 

Steeb,  George  Velten,  Special  Agent,  Hartford  Fire  Insurance  Company,  416 
Walnut  St.,  Philadelphia,  Pa. 

Steel  Company  of  Canada,  Ltd.,  Hamilton,  Ontario,  Canada. 

Steele,  William,  &  Sons  Company,  1600  Arch  St.,  Philadelphia,  Pa. 

Steffany,  Geo.  F.,  Autom.atic  Sprinkler  Company  of  America,  123  William 
'  St.,  New  York,  N.  Y. 
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Stegmaier,  R.  B.,  District  Secretary,  Underwriters'  Association  of  the 
Middle  Department,  P.  O.  Box  531,  Cumberland,  Md. 

Stein,  District  Officer,  Fire  Station,  Brunswick,  Victoria,  Australia. 

Stephens,  B.  U.,  Engineer  with  Mr.  C.  B.  Roulet,  3423  Oak  Lawn  Ave., 
Dallas,  Texas. 

Stephens,  Frank  L.,  Rockwood  Sprinkler  Company,  718  Phoenix  Block, 
Minneapolis,  Minn. 

Stephenson,  A.  C,  Manager,  British  Crown  Assurance  Company,  .501  Trad- 
ers Bank  Building,  Toronto,  Ontario,  Canada. 

Stephenson,  Lyle  A.,  Insurance  Agency,  606-607  Shukert  Building,  Kansas 
City,  Mo. 

Steuart,  George  H.,  Assistant  Secretary,  Baltimore  Mutual  Fire  Insurance 
Company,  407  North  Carrollton  x\ve.,  Baltimore,  Md. 

Stevens,  Horace  P.,  El  Paso,  Texas. 

Stevens,  R.  G.,  Special  Agent,  Springfield  Fire  &  Marine  Insurance  Com- 
pany, P.  O.  Box  702,  Sioux  Falls,  S.  Dak. 

Stevens,  W.  H.,  President,  Agricultural  Insurance  Companv,  Watertown, 
N.  Y. 

Stevens-Hodge  Corporation,  United  Bank  Building,  Danbury,  Conn. 

Stevenson,  L.  A.,  Engineer,  with  ]\Ir.  C.  B.  Roulet,  3913  Simpson  St., 
Dallas,  Texas. 

Steward,  P.  D.  C,  Chief  Inspector  of  Sprinkler  Department,  Philadelphia 
Fire  Underwriters'  Association,  135  South  Fourth  St.,  Philadelphia, 
Pa. 

Stewart,  C.  J.,  Manager,  Iowa  Inspection  Bureau,  Cedar  Rapids,  la. 

Stewart,  D.  J..  Allan,  William  &  McKay,  Ltd.,  Winnipeg,  Manitoba, 
Canada. 

Stewart,  F.  J.  T.,  Superintendent,  Xew  York  Board  of  Fire  Underwriters, 
123  William  St.,  New  York,  N.  Y. 

Stewart,  R.,  &  Son,  Insurance  Agents,  54  Elgin  St.,  Ottawa,  Ontario, 
Canada. 

Stieglitz,  Irving  E.,  with  Fred  S.  James  &  Company,   175  West  Jackson 
.     Boulevard,  Chicago,  111. 

Stinson,  Alfred,  Secretary,  Minneapolis  Fire  and  Marine  Insurance  Com- 
pany, Minneapolis,  Minn. 

Stirrett,  A.  C,  Manager  and  Agent,  Royal  Exchange  Assurance,  833  Hast- 
ings Street,  West,  Vancouver,  B.  C,  Canada. 

Stockwell,  A.  P.,  Manager,  Inspection  Department,  Associated  Factory 
Mutual  Fire  Insurance  Companies,  810  Denckla  Building,  Phila- 
delphia, Pa. 

Stoddard,  Percy,  Local  Agent,  Ki  Market  Square,  Portsmouth,  N.  H. 

Stone,  Arthur  G.,  Builder,  44  Court  St.,  Brooklyn,  N.  Y. 

Stone,  Edward  V.,  Ludlow  Mfg.  Associates,  Ludlow,  Mass. 

Stone,  F.  W.,  Special  Agent,  Qiieen  Insurance  Company,  Delavan,  111. 


ASSOCIATE  MEMBERS 


109 


Stone,  Jas.  F.,  Agent,  331  Walnut  St.,  Philadelphia,  Pa. 

Stone,  Walter  G.,  Special  Agent,  National  Union  Fire  Insurance  Company 
of  Pittsburgh,  37  Madison  St.,  Brooklyn,  N.  Y. 

Stone-Ardean-Wells  Company,  Duluth,  Minn. 

Stoney,  J.  M.,  Jr.,  Special  Agent,  Jefferson  Fire  Insurance  Company,  .520 
Walnut  St.,  Philadelphia,  Pa. 

Stonev,  Wm.  A.,  Manager,  Underwriters'  Bureau  of  Middle  and  Southern 
States,  68  William  St.,  New  York,  N.  Y. 

Storer,  Edwin  W.,  Manager,  The  General  Fire  Equipment  Company,  72 
Queen  St.,  East,  Toronto,  Ontario,  Canada. 

Storts,  Charles  H.,  Special  Agent,  J.  D.  Kitchen  &  Brother,  Box  485,  Fort 
Worth,  Texas. 

Stotts,  E.  R.,  care  Dodd  &  Struthers,  Des  Moines,  la. 

Stover,  E.  P.,  Engineer,  Security  Insurance  Company,  New  Haven,  Conn. 

Stradling,  A.   P.,  Sviperintendent  of   Surveys,  Philadelphia  Fire  Under- 
writers' Association,  135  South  Fourth  St.,  Philadelphia,  Pa. 

Stratford,  J.  E,,  Sales  Manager,  care  Boddeker  &  Lyons  Hardware  Company, 
Galveston,  Texas. 

Stratton,  George  H.,  Special  Agent,  Germania  Fire  Insurance  Company,  240 
Sansome  St.,  San  Francisco,  Cal. 

Straub,  W.  E.,  Lincoln,  Neb. 

Stravis,  M.  J.,  Julius  Straus  &  Sons,  Insurance  Agents,  1013  East  Main 
St.,  Richmond,  Va. 

Striffler,  Frederick  W.,  Foreman  Engine  Company  No.  131,  107  Watkins 
St.,  Brooklyn,  N.  Y. 

Stroebel,  C.  A.,  Special  Agent,  Security   Insurance    Company  of  New 
Haven,  55  John  St.,  New  York,  N.  Y. 

Strong,  R.  R.,  District  Inspector,  The  Rocky  Mountain  Fire  Underwriters' 
Association,  224  Central  Block,  Pueblo,  Colo. 

Studebaker  Corporation,  Studebaker  Reference  Department,  South  Bend, 
Ind. 

Sturges,  Walter  K.,  15  Westminster  St.,  Providence,  R.  I. 

Sturgis,  R.  Clipston,  Architect,  120  Boylston  St.,  Boston,  Mass. 

Sturhahn,  C.  F.,  Manager,  Rossia  Insurance  Company,  United  States  De- 
partment, 45  Lewis  St.,  Hartford,  Conn. 

Sullivan,  B.  P.,  State  Fire  Marshal,  New  Court  House  Building,  New  Or- 
leans, La. 

Sullivan,  E.  J.,  P.  O.  Box  3275,  Boston,  Mass. 

Sullivan,  John,  Inspector  General,  Constabulary  and  Chief  of  Fire  Depart- 
ment, P.  O.  Box  153,  St.  Johns,  Newfoundland. 

Superior  Board  of  Underwriters,  Superior,  Wis. 

Suspension  Steel  Concrete  Company,  1808  Fisher  Building,  Chicago,  111. 
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Sutton,  W.  H.,  Jr.,  New  York  Fire  Insurance  Exchange,  94  Midland  Ave., 
Montclair,  N.  J. 

Swallow,  Joseph  S.,  Superintendent  of  Installation  and  Inspection,  United 
Electric  Light  &  Power  Company,  1170  Broadway,  New  York,  N.  Y. 

Swan,  J.  P.,  General  Superintendent   of  Construction,  General  Fire  Ex- 
tinguisher Company,  Providence,  R.  I. 

Swearingen,  R.  E.,  New  York  Underwriters'  Agency,  19  South  La  Salle  St., 
Chicago,  111. 

Sweetland,  Ralph,  Engineer,  New  England  Insurance  Exchange.  141  Milk 
St.,  Boston,  Mass. 

Sword,  C.  E.,  Fire  Insurance  Manager,  Quebec  Fire  Assurance  Companv. 
81  St.  Peter  St.,  Quebec,  P.  Q^,  Canada. 

Sykes  Company,  The,  Nineteenth  Place  and  Sangamon  St.,  Chicago,  111. 

Syracuse  Public  Library,  Syracuse,  N.  Y. 

Szeliske,  Paul  von,  Agent,  The  Manitoba  Assurance  Company,  22  Toronto 
St.,  Toronto,  Ontario, .Canada. 
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Talcott,  Wait,  Rockford,  111. 

Talley.  John  D.,  Special  Agent,   German-American  Insurance  Companv. 
421  Wood  St.,  Pittsburgh,  Pa. 

Talley,  Robt.  P.,  Chief  Inspector,  with  Johnson  &  Higgins,  49  Wall  St.. 
New  York,  N.  Y. 

Tallman,  Geo.,  Special  Agent,  Northern  Assurance  Company.  32  Kilby  St.. 
Boston,  Mass. 

Tallman,  J.  B.,  State  Agent,  Royal  Exchange  Assurance.  175  West  Jackson 
Boulevard,  Chicago,  111. 

Tallman,  P.  B.,  Supervising  Engineer,  representing  Warren  &  Wetmore. 
Architects,  118  North  Walnut  St.,  East  Orange,  X.  J. 

Tanenbaum,  Samuel  A.,  of  I.  Tanenbaum,  Son  &  Companv.  149  Broadwav. 
New  York,  N.  Y. 

Tanner,  H.  M.,  General    Agent,  Agricultural  Insurance  Company.  G42 
Equitable  Building,  Atlanta,  Ga. 

Tapley,  Leonard,  Automatic  Sprinkler  Company  of  America,  lllo  Calvert 
Building,  Baltimore,  Md. 

Tate,  C.  W.,  Insurance  Adjuster,  343  Park  Ave.,  East  Orange.  N.  J. 

Tatley,  J.  W.,  Manager,  Phoenix  Insurance  Company  of  Hartford,  22  St. 
John  St.,  Montreal,  P.  Q^,  Canada. 

Tatura,  John  W.,  Agent,  416  Walnut  St.,  Philadelphia,  Pa. 

Taylor,  C.  C,  Superintendent,  Special  Risk  and  Inspection  Department. 

Western  Department,  Hartford  Fire  Insurance  Company,  ^59  South 
La  Salle  St.,  Chicago,  111. 

Tavlor.  Fitzhugh.  Consulting  Engineer,  I'nderwriters'  Laboratories.  Inc., 
207  East  Ohio  St.,  Chicago,  111. 
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Tajlor,  Hollinshead  N.,  with  N.  &  G.  Taylor  Company,  308  Chestnut  St., 
Philadelphia,  Pa. 

Taylor,  John,  with  Mather  &  Piatt,  Ltd.,  Park  Works,  Manchester,  England. 

Taylor,  R.  O.,  Inspector,  Northern  Assurance  Company,  P.  O-  Box  3032, 
Winnipeg,  Manitoba,  Canada. 

Tavlor,  W.  H..  Special  Agent,  Royal  Exchange  Assurance,  P.  O.  Box  141, 
Utica,  N.  Y. 

Tenney.  W.  P.,  Inspector,  Continental  Insurance  Company,  80  Maiden  Lane, 
New  York,  N.  Y. 

Terhune,  L.  P.,  American  Central  Insurance   Company,  708-9  Gas  &  Elec- 
tric Building,  Denver,  Colo. 

Terry,  P.  W.,  Inspector,  Missouri  Actuarial  Bureau,  1105  Pierce  Building, 
St.  Louis,  Mo. 

Tessier,  E.  L.,  Inspector  Insurance  Department,  Virginia-Carolina  Chemi- 
cal Company,  Richmond,  Va. 

Thayer,  Henry  V.,  Superintendent  Inspection  Department,  Boston  Board  of 
Fire  Underwriters,  55  Kilby  St.,  Boston,  Mass. 

Thomas,  Charles  F.,  Royal  Insurance  Company,  Ltd.,  Dallas,  Texas. 

Thomas,  D.  D.,  Special  Agent,  Fidelity-Phenix  Insurance  Company,  1420 
Pierce  Building,  St.  Louis,  Mo. 

Thomas,  Earl  W.,  Special  Agent,  Qiieen  Insurance  Company,  1223  Pierce 
Building,  St.  Louis,  Mo. 

Thomas,  Edward  W.,  Cotton  Manufacturer,  111  Stevens  St.,  Lowell,  Mass. 

Thomas,  Frank  E.,  Fire  Marshal,  Rockford,  III. 

Thomas,  John  G.,  N.  W.  Department,  General  Fire  Extinguisher  Company, 
Room  500,  108  South  La  Salle  St.,  Chicago,  111. 

Thomas,  J.  J.,    Secretary-Treasurer,  The  Lloyd-Thomas   Company,  4737 
Evanston  Ave.,  Chicago,  III. 

Thomas,  R.  M.,  Inspector,  with  Mr.  W.  G.  Sanderson,  76  West  Monroe  St., 
Chicago,  III. 

Thompson,  F.  F.,  State  Agent,  North  British  and  Mercantile  Insurance  Com- 
pany, 721  Insurance  Building,  Oklahoma  City,  Okla. 

Thompson,  G.  B.,  Underwriters'  Laboratories,  Inc.,  207  East  Ohio  St., 
Chicago,  111. 

Thompson,  Guy,  E.,  Special  Agent,  G.  L.  Myers  &  Company,  104  Louisi- 
anna,  Little  Rock,  Ark. 

Thompson,  Lewis  L,  Architect,  520-523  Yeon  Building,  Portland,  Ore. 

Thompson,  L.  P.,  Inspector,  Western  Factory  Insurance  Association,  care 
Tavistock  Hotel,  Cleveland,  Ohio. 

Thompson,  L.  W.,  Special  Agent,  New  Hampshire  Fire  Insurance  Com- 
pany of  Manchester,  42  Church  St.,  New  Hav^en,  Conn. 

Thomson,  E.  O.,  General  Inspector,  North  British  and  Mercantile  Insur- 
ance Company,  1479  North  High  St.,  Columbus,  Ohio. 

Thomson,  G.  Rugge,  with   Little  &  Loomis,  409    Metropolitan  Building, 
Vancouver,  B.  C,  Canada. 


112 


ASSOCIATE  MEMBERS 


Thomson  &  Sproull,  1803  Commonwealth  Building,  Pittsburgh,  Pa. 

Thorn,  J.  O.,  General  Manager,  The  Metallic  Roofing  Company  of  Canada, 
Ltd.,  corner  of  King  and  Dutiferin  Sts.,  Toronto,  Ontario.  Canada. 

Thorn,  J.  S.,  Company,  Architectural  Sheet  Metal  Works.  North  Phila- 
delphia, Pa. 

Thorp,  Walter  H.,  Thorp  Fireproof  Door  Company,  1600  Central  Ave., 
South,  Minneapolis,  Minn. 

Thrush,  George  W.,  Special  Agent,  National  Fire  Insurance  Company.  921 
New  First  National  Bank  Building,  Columbus,  Ohio. 

Tibbetts,  Fred  H.,  Civil  Engineer,  Alaska  Commercial  Building.  San  Fran- 
cisco, Cal. 

Tilden,  Jas.  A.,  General  Manager,  Hersey  Manufacturing  Company,  South 
Boston,  Mass. 

Tim  &  Company,  Manufacturers  of  Shirts,  Collars  and  Cuffs,  Troy,  N.  Y. 

Timberlake,  S.  M.,  530  North  Meridian  St.,  Indianapolis,  Ind. 

Tingley,  C.  L.,  Second  Vice  Presid,ent,  The  American  Railways  Company, 
913  Witherspoon  Building,  Philadelphia,  Pa. 

Tingley,  R.  H.,  Engineer,  Ormsby,  Clapp  &  Anderson,  Ltd.,   10  Adelaide 
St.,  East,  Toronto,  Ontario,  Canada. 

Tinker.  Giles  K.,  Sub-Manager,  Atlas  Assurance  Company.  100  William  St., 
New  York,  N.  Y. 

Tobacco  Leaf  Publishing  Company,  The,  82  Beaver  St.,  New  York.  N.  Y. 
Toensfeldt,  Hans  C,  4670  Gibbons  St.,  St.  Louis,  Mo. 

Tolsted,  Elmer  B.,  Engineer,  Independence  Inspection  Bureau,  7433  Boyer 
St.,  Mt.  Airy,  Philadelphia,  Pa. 

Tompkins,  Charles  A.,  Assistant  Secretary,  What  Cheer  Mutual  Fire  Insur- 
ance Company,  P.  O.  Box  1546,  Providence,  R.  I. 

Tompkins,  George  S.,  Special  Agent,  Commercial  Union  Assurance  Com- 
pany, P.  O.  Box  343.  Albany.  N.  Y. 

Tompkins,  Percy  K.,  Special  Agent,  Pennsylvania  Fire  Insurance  Company. 
275  South  58th  St.,  Philadelphia,  Pa. 

Toronto  Carpet  Manufacturing  Company,  Ltd.,  Toronto,  Ontario,  Canada. 

Tourchinovich,  T.  M.,  Insurance  and  City  Engineer,  Liteyniy  Prospect  30. 
St.  Petersburg.  Russia. 

Towle,  Franklin  T.,  Inspector,  Underwriters'  Bureau  of  New  England.  141 
Milk  St.,  Boston,  Mass. 

Townsend,  E.  R.,  Electrical  Engineer,  The  Union.  76  West  Monroe  St.. 
Chicago,  111. 

Trask.  George  F.  D.,  President.  S.  F.  Havward  &  Companv.  39  Park  Place, 
New  York,  N.  Y. 

Travers,  A.  M..  Special  Agent.  Liverpool  and  London  and  Globe  Insurance 
Company.  1113  East  Main  St..  Richmond.  Va. 

Tregay,John,  Assistant  Engineer.  Underwriters'  Laboratories.  Inc..  207 
East  Ohio  St.,  Chicago,  111. 
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Trezevant     Cochran,  General  Agents,  1821  Young  St.,  Dallas,  Texas  . 

Tritle,  Fred  L.,  Inspector,  Rockford,  111. 

Trost  &  Trost,  Architects,  Mill  Building,  El  Paso,  Texas. 

Trowbridge.  Charles  A..  Vice  President.  Edward  E.  Hall  &  Company,  123 
William  St.,  New  York,  N.  Y. 

Truncer,  Chas..  Inspector,  Buffalo  German  Insurance  Company,  447  Main 
St.,  Buffalo,  N.  Y. 

Tucker,  P.  P.,  State  Agent,  ^tna  Insurance  Company,  306  Insurance  Build- 
ing, Dallas,  Texas. 

Tuite,  Thomas  P.,  National  Board  of  Fire  Underwriters.  135  William  St., 
New  York,  N.  Y. 

Tupper,  S.  Y.,  Jr.,  German-American  Insurance  Company,  Empire  Building, 
Atlanta,  Ga. 

Turner,  John  H.,  Philadelphia  Fire  Underwriters'  Association,  131-141  South 
Fourth  St.,  Philadelphia,  Pa. 

Turner  Construction  Company,  11  Broadway,  New  York,  N.  Y. 

Tyler,  F.  S.,  Special  Agent,  Queen  Insurance  Company,  P.  O.  Box  1104, 
New  York,  N.  Y. 

Tyler  &  Hippach,  Plate  and  Window  Glass,  366  West  Ohio  St.,  Chicago,  111. 

Tyre,  Robt.  W.,  Manager  for  Canada  Northern  Assurance  Company,  88 
Notre  Dame  St.,  West,  Montreal,  Quebec,  Canada. 

Tyson,  Geo.  H.,  General  Agent,  German-American  Insurance  Company, 
210  Sansome  St.,  San  Francisco,  Cal. 


U 

Ufer,  H.  G.,  Inspector,  Underwriters'  Laboratories,  Inc.,  207  East  Ohio  St., 
Chicago,  111. 

Underwood,  J.  D.,  Inspector,  Associated  Factory  Mutual  Fire  Insurance 
Companies,  Swarthmore,  Pa. 

Underwriters  Hatch  Door  Company,  1741-1743  Walnut  St.,  Chicago,  111. 

Unione  Tecnica  Lombarda  Pompieri,  Via  Bernardino  Luini  3,  Milan,  Italy. 

United  &  Globe  Rubber  Manufacturing  Companies,  Trenton,  N.  J. 

United  Electric  Light  &  Power  Company,  The.  1170  Broadway.  New  York. 
N.  Y. 

United  States  Gypsum  Company,  W.  E.  Shearer,  Assistant  General  Sales 
Manager,  205  West  Monroe  St.,  Chicago,  111. 

United   States  Telephone  Company,  G.  R.  Johnson.  General  oNIanager, 
Citizens  Telephone  Building,  Columbus,  Ohio. 

Uniyer^ity  of  California  Library,  Berkeley,  Cal. 

Unmack.  Oscar,  Special  Agent.  Commonwealth  Insurance  Company,  504 
Empire  State  Building,  Spokane,  Wash. 

Upshaw,  Mary  B.,  299  Broadway,  New  York,  N.  Y. 

Usona  Manufacturing  Company,  The,  Aurora,  111. 
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V 

Van  Arsdale-Harris  Lvxmber  Company,  5th  and  Brannan  Sts..  San  Francisco, 
Cal. 

Van  Der  Voort,  Wm.  O.,  Special  Agent,  185  South  Rembert  St.,  Memphis, 
Tenn. 

Van  Dusen-Harrington  Company,  The,  Grain  Commission,  Minneapolis, 
Minn. 

Van  Dyke,  O.  R.,  Inspector,  Mill  Owners  Mutual  Fire  Insurance  Company, 
2G  Jefferson  St.,  Evansville,  Ind. 

Van  Noorden,  E.,  Company,  100  Magazine  St.,  Boston,  Mass. 

•Varley,  Charles  E.,  General  Inspector,  Springfield  Fire  &  Marine  Insurance 
Company,  134  South  La  Salle  St.,  Chicago,  III. 

Vermont  Mutual  Fire  Insurance  Company,  114  State  St.,  Montpelier,  Vt. 

Vernor,  Frank  A.,  State  Agent,  Queen  Insurance  Company,  33  West  Con- 
gress St.,  Detroit,  Mich. 

Vilade,  Chas.  T.,  New  York  Board  of  Fire  Underwriters,  123  William  St.. 
New  York,  N.  Y. 

Visscher,  Harmin  S.,  Special  Agent,  Royal  Insurance  Company,  Ltd.,  803 
Insurance  Building,  Rochester,  N.  Y. 

Vlachos,  C.  A.,  Inspector,  Underwriters'  Association  of  the  Middle  Depart- 
ment, 1312  Eleventh  Ave.,  Altoona,  Pa. 

Vlachos,  Wm.,  Inspector,  Piatt,  Yungman  &  Companj',  434  Walnvit  St., 
Philadelphia,  Pa. 

Vogel,  H.  G.,  President,  H.  G.  Vogel  Companv,  12-14  Walker  St.,  New 
York,  N.  Y. 

Voigtmann  &  Company,  Manufacturers  Metallic  Window  Frames  &  Sashes, 
445  West  Erie  St.,  Chicago,  III. 

Void,  Martin,  Jr.,  Indiana  Inspection  Bureau,  Security  Building,  Gary,  Ind. 


W 

Waddell,  W.  W.,  State  Agent,  National  Fire  Insurance  Company,  202  Des 
Moines  Life  Building,  Des  Moines,  la. 

Waggoner  Sanatory  Fire  Bucket  Company,  25  West  Lake  St.,  Chicago,  III. 

Wagner.  C.  F.,  Inspecting  Engineer.  Board  of  Fire  Underwriters  of  the 
Pacific,  P.  O.  Box  745,  Portland,  Ore. 

Wagner,  Geo.  Ellwood,  Insurance  Agent  and  Broker,  411  Walnut  St.,  Phila- 
delphia, Pa. 

Waid,  D.  Everett,  Architect,  1  Madison  Ave.,  New  York.  N.  Y. 

Waite,  James  D.,  care  Pate  &  Robb,  100  William  St.,  New  York,  N.  Y. 

Walbridge,  H.  S.,  &  Company,  Real  Estate,  Insurance  &  Investments,  To- 
ledo, Ohio. 

Waldron,  John  J.,  Fireman,  New  York  City  Fire  Department,   12  Nichols 
Ave.,  Brooklyn,  N.  Y. 
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Waldron,  Richard,  Jr.,   District    Secretary,    818  Security   Building,  Los 
Angeles,  Cal. 

Walker,  C.  R.  S.,  Commercial  Union  Assvirance  Company,  P.  O.  Box  294, 
Cape  Town,  South  Africa. 

Walker,  Fred  J.,  Office  Manager,  Royallnsurance  Companj-,  Ltd.,  Montreal. 
P.  Q^,  Canada. 

Walker,  Glen,  Secretary,  P.  O.  Box  990,  Fort  Worth,  Texas. 

Walker,  Herbert,  Electrician,  Arlington  Hotel,  Hot  Springs,  Ark. 

Walker,  H.  A.,  Insurance  Manager,  Armour  &  Company,  Union  Stock 
Yards,  Chicago,  111. 

Walker,  J.  H.,  Fire  Chief,  The  Delaware,  Lackawanna  &  Western  Railroad 
Company,  Scran  ton,  Pa. 

Walker,  S.  G.,  Engineer,  Manufacturers'  Mutual  Fire  Insurance  Company, 
815  Banigan  Building,  Providence,  R.  I. 

Walker  Sons,  Walkerville,  Ontario,  Canada. 

Wallace,  R.  G.,  General  Manager,  Peoria  Gas  &  Electric  Company,  31G 
South  Jefferson  Ave.,  Peoria,  111. 

Waller,  J.  M.,  Special  Agent,  Fireman's  Fund  Insurance  Company,  Rich- 
mond, Va. 

Walling,  Kelsey  L.,  Superintendent  Toledo  Branch,  Ohio  Inspection  Bureau, 
Spitzer  Building,  Toledo,  Ohio. 

Walmsley,  Thomas,  of  Scott  &  Walmsley,  32  Church  St.,  Toronto,  Ontario, 
Canada. 

W^alsh,  John  H.,  Home  Insurance  Company,  3600  Benton  Boulevard,  Kansas 
City,  Mo. 

Walsh,  Robert  A.  B.,  Mississippi  Glass  Company,  St.  Louis,  Mo. 

Walsh,  W.  P.,  care  of  Benedict  &  Benedict,  215  Montague  St..  Brooklyn. 
N.  Y. 

Walther,  F.  P.,  Continental  Insurance  Company,  80  Maiden  Lane,  New 
York,  N.  Y. 

Wampler,  A.  J.,  Sales  Agent,  134  East  4th  St.,  St.  Paul,  Minn. 

Ward,  H.  E.,  Fire  Undervsriters'  Electrical  Bureau,  68  William   St.,  New 
York,  N.  Y. 

Waring,  Edward  J.,  Treasurer.  Pyrene  Manufacturing  Company,  Plainfield. 
N.  J.  * 

Warner,  A.  L.  D.,  Warner  Sugar  Refining  Company,  Edgewater,  N.  J. 

Warner,  J.  Foster,  Architect,  10-36  Granite  Building,  Rochester,  N.  Y. 

Warren,  Geo.  W.,  Manager  Insurance  Department,  Davenport  &  Company, 
1113  East  Main  St.,  Richmond,  Va.' 

Warren,  H.  S.,  Electrical  Engineer,  15  Dey  St.,  New  York,  N.  Y. 

Washington  County  Free  Library,  Hagerstown,  Md. 

Washington  Hardware  &  Implement  Dealers'  Mv;tual  Fire  Insurance  Asso- 
ciation, Hutton  Building,  Spokane,  Wash. 
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Washington  University  Library,  Skinker  Road  and  Forsyth  Boulevard,  St. 
Louis,  Mo. 

Waterman,  Charles  P.,  General  Manager,  The  Sperry  Engineering  Com- 
pany, 82  Chinxh  St.,  New  Haven,  Conn. 

Waterman,  E.  H.,  Agent,  Globe  Automatic  Sprinkler  Company,  801  Associa- 
tion Building,  Chicago,  111. 

Waterworth,  Jas.,  St.  Louis  Insurance  Surveys,  1004-1015  Pierce  Building, 
St.  Louis,  Mo. 

Watkins,  Lloyd  V.,  Special  Agent,  Queen  Insurance  Company,  812  Maches- 
ney  Building,  Pittsburgh,  Pa. 

Watson,  Flagg  Engineering  Company,  27  Thames  St.,  New  York,  N.  Y. 

Watt,  Rolla  V.,  Manager,  Royal  Insurance  Company,  Ltd.,  201  Sansome 
St.,  San  Francisco,  Cal. 

Watts,  W.  A.,  Massey  Harris  Company,  Ltd.,  Toronto,  Ontario,  Canada. 

Way  man,  Willard  O.,  with  McNear  &  Wayman,  Sansome  and  Sacramento 
Sts.,  San  Francisco,  Cal. 

Weand,  Harry  B.,  Secretary,  407  Baer  Building,  Reading,  Pa. 

Weaver,  H.  P..  Engineer,  Independence  Inspection  Bureau,  314  South  Seeley 
Ave.,  Chicago,  111. 

Weaver,  Vernon  G.,  Special  Agent,  Piedmont  Fire  Insurance  Company. 
Charlotte,  N.  C. 

Webb,  Adda  P.,  Secretary,  McKeesport  Board  of  Fire  Underwriters,  514 
People's  Bank  Building,  McKeesport,  Pa. 

Webster,  A.  P.,  care  Deere  &  Company,  Moline,  111. 

Weed,  A.  J.,  Norwich  Union  Fire  Insurance  Society,  Ltd..  112  Water  St., 
Boston,  Mass. 

Weed,  N.  A.,  Assistant  Secretary,  Teutonia  Fire  Insurance  Company,  Pitts- 
burgh, Pa. 

Wegmann,  John  X.,  Lafayette  Fire  Insurance  Company,  2123  Magazine  St.. 
New  Orleans,  La. 

Weier,  Nelson  P..  Engineer,  Continental  Fire  Insurance  Company,  141 
Wilson  Ave.,  Flushing,  N.  Y. 

Weismiller,  D.,  President  and  Managing  Director,  London  Mutual  Fire 
Insurance  Company,  corner  Wellington  and  Scott  Sts.,  Toronto, 
Ontario,  Canada. 

Welch,  L.  R.,  President,  Fitchburg  Mutual  Fire  Insurance  Company,  Fitch- 
burg,  Mass. 

Weld,  Harold  Kenneth,  Department  Manager,  National  Fireproofing  Com- 
pany, 444  North  Oak  Park  Ave.,  Oak  Park,  111. 

Wellington,  J.  A.,  Engineer,  Independence  Inspection  Bureau.  7433  Bovor 
St.,  Mt.  Airy,  Philadelphia,  Pa. 

Wells,  Warren  M.,  care  S.  J.  Johnson,  111  William  St..  New  York,  N.  Y. 

Wenban,  Percy,  Atlas  Assurance  Company,  P.  O.  Box  314,  Capo  Town, 
South  Africa. 
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VVendover,  Wai-ren  H.,  Surveyor,  North  British  and  Mercantile  Insurance 
Company,  76  William  St.,  New  York,  N.  Y. 

Wenning,  H.  F.,  with  Ferger  Brothers,  Insm-ance,  102  East  Eighth  St., 
Chattanooga,  Tenn. 

Wennstrom,  J.  M.,  Consulting  Engineer,  Svea  Fire  &  Life  Insurance  Com- 
pany, Ltd.,  Gothenburg,  Sweden. 

Wernle,  J.  J.,  Department  Agent,  General  Fire  Extinguisher  Company,  704 
Mutual  Life  Building,  Philadelphia,  Pa. 

West,  David  D.,  Inspector,  Michigan  Inspection  Bureau,  x\shton  Building, 
Grand  Rapids,  Mich. 

West,  Egbert  W.,  Secretary,  Glens  Falls  Insvu-ance  Company,  Glens  Falls, 
N.  Y. 

West,  John,  of  West,  Nevitt  &  Tuttle  Co.,  Algoma  Block,  Oshkosh,  Wis. 

Western  Association  of  Electrical  Inspectors,  Wm.  S.  Boyd,  Secretary  and 
Treasurer,  76  West  Monroe  St.,  Chicago,  111. 

Western    Conduit    &    Manufacturing    Company,    Stambaugh  Building, 
Youngstown,  Ohio. 

Western  Forestry  and  Conservation  Association,  721  Yeon  Building,  Port- 
land, Ore. 

Westervelt,  Z.  F.,  Superintendent,  vSchool  for  the  Deaf,  1545  St.  Paul  St., 
Rochester,  N.  Y. 

Westman,  John  A.,  Jamestown,  N.  Y. 

Weston,  S.  F.,  Eastern  ^Manager,  The  Globe  Automatic  Sprinkler  Co.,  47 
West  34th  St.,  New  York,  N.  Y. 

Wheeler,  Kelley  &  Dewey,  Insurance,  215  East  Douglas  Ave.,  Wichita,  Kan. 

W^hichard,  C.  L.,  Secretary,  Norfolk  Association  of  Credit  Men,  1.5-17  Ran- 
dolph St.,  Norfolk,  Va. 

Whipple,  C.  G.,  Special  Agent,  Queen  Insurance  Company,  110  West  Sixth 
St.,  Topeka,  Kan. 

Whipple,  Milo  R.,  Local  Agents  German-American  Insurance  Company, 
Vinton,  la. 

Whitaker,  C.  M.,  Inspector,  Underwriters'  Bureau  of  New  England,  141  Milk 
St.,  Boston,  Mass. 

Whitcomb,  H.  J.,  Managing  Director,  National  British  and  Irish  Millers' 
Insurance  Company,  Ltd.,  59  Mark  Lane,  London,  E.  C,  England. 

White,  Godfrey  C,  Chief  Agent,  Underwriters  at  American  Lloyds,  106  St. 
Nicholas  Building,  Montreal,  P.  Q^,  Canada. 

White,  J.  E.,  State  Agent,  German-American  Insurance    Company,  621 
Wilson  Building.  Dallas,  Texas. 

White,  Morris  W..  Special  x\gent.  New  York  Underwriters'  Agency,  441-443 
Endicott  Building,  St.  Paul,  Minn. 

White,  Wm.  B.,  Chief  Inspector,  Survey  Department,  New  York  Board  of 
Fire  Underwriters,  123. William  St.,  New  York,  N.  Y. 

White,  Wm.  C,  Engineer   Insurance  Department,  Pennsylvania  Railroad 
Company,  Room  809,  Broad  Street  Station,  Philadelphia,  Pa. 
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Whitehead,  W.  H.,  care  W.  J.    McGuire  Company,   Montreal,  Quebec, 
Canada. 

Whiting,  J.  H.  C,  Insurance  Broker,  3721  Baring  St.,  Philadelphia,  Pa. 

Whitlock,  J.  L.,  Manager,  Glens  Falls  Insurance  Company,  29  South  La 
Salle  St.,  Chicago,  111. 

Whitner,  Henry  F.,  Inspector,  South  Eastern  Underwriters'  Association, 
542  Equitable  Building,  Atlanta,  Ga. 

Whitney,  Nelson,  Treasurer  and  Manager,  Boston  Fire  &  Police  Notifica- 
tion Company,  11  High  St.,  Boston,  Mass. 

Whittemore,  F.  Churchill,  G8  Vandeventer  PI.,  St.  Louis,  Mo. 

Wickham,  Chas.  E.,  City  Manager,  City  of  New  York  Insurance  Company, 
G3  Maiden  Lane,  New  York,  N.  Y. 

Wickham,  Ross  M.,  State  Agent,  National  Fire  Insurance  Company,  Newark, 
N.  J. 

Wieben,  R.  H.,  State  Agent,  Milwaukee  Mechanics  Insurance  Company. 
Milwaukee,  Wis. 

Wiederhold,  Louis,  Jr.,  Secretary,  Underwriters'  Association  of  the  Middle 
Department,  316  Walnut  St.,  Philadelphia,  Pa. 

Wieland,  Ferd  C,  Special  Agent,  Germania  Fire  Insurance  Company.  27 
Parkhurst  St.,  Newark,  N.  J. 

Wiese,  John  D.,  Shipman  &  Wayne,  Fire  Insurance,  907  North  Central 
Ave.,  Chicago,  111. 

Wight,  Malcolm  G.,  Underwriters'  Bureau  of  New  England,  141  Milk  St., 
Boston,  Mass. 

Wight,  R.  W.,  Special  Agent,  Queen  Insurance  Company  of  America,  P.  (). 
Box  301,  Albany,  N.  Y. 

Wilbor,  Anson  G.,  Inspector,  Factory  Insurance  Association,  5  Haynes  St., 
Hartford,  Conn. 

Wilbur,  J.  R.,  Engineer,  Continental  Insurance  Company,  800  Postal  Tele- 
graph Building,  Chicago,  111. 

Wile,  Loeb  &  Gutman,  Fire  Insurance,  1921  Insurance  Exchange  Building, 
Chicago,  111. 

Wiley,  Edward  N.,  with  Wiley,  Magill  &  Johnson.  Agents.  1011  Insurance 
Exchange  Building,  Chicago,  111. 

Wilhelm,  Edward  M.,  German-American  Bank  Building,  Buffalo.  N.  Y. 

Wilkinson,  E.  A.,  Nott  Fire  Engine  Company,  1024  Central  Aye.,  N.  W.. 
Minneapolis,  Minn. 

Wilkinson,  W.  A.,  Manager,  Insurance  Department,  Wachoyia  Bank  & 
Trust  Company',  Winston,  N.  C. 

Will,  George  W.,  Insurance  Broker.  58  William  St.,  New  York,  N.  Y. 

Willcut,  Geo.  B.,  Secretary,  United  Railroads  of  San  Francisco,  85  Second 
St.,  San  Francisco,  Cal. 

Williams,  J.  H.  G.,  Special  Agent,  Fidelity  Underwriters,  12  Carr  Building. 
Springfield,  I^lass. 

Williams,  Phillip  K.,  with  J.  B.  Williams  Company,  Glastonbury,  Conn. 
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Williams,  R.  Y.,  Mining  Engineer,  U.  S.  Bureau  of  Mines  and  State  Mining 
Commission  of  Illinois,  Urbana,  111. 

Williams,  Theodore,  General  Insurance,  Box  465,  Mankato,  Minn. 

Williams,  Walter  D.,  Manager,  Security  Insurance  Company,  Rockford,  111. 

Williamson,  G.  Danforth,  Secretary  of  Woodward  &  Williamson,  77  Mont- 
gomery St.,  Jersey  City,  N.  J. 

Williamson,  William  H.,  Tennessee  Inspection  Bureau,  P.  O.  Box  120,  Jack- 
son, Tenn. 

Willis,  Raymond,  Willis,  Faber  &  Company,  Ltd.,  28  Board  of  Trade 
Building,  Montreal,  Canada. 

Wilson,  Edgar  S.,  Manager  Southern  Department,  Fireman's  Fund  Insur- 
ance Company,  Macon,  Ga. 

Wilson,  Fremont,  Electrical  Engineer,  34  Pine  St.,  New  York,  N.  Y. 

Wilson,  Hugh  I.,  of  Wilson  &  Company,  321  Walnut  St.,  Philadelphia,  Pa. 

Wilson,  H.  M.,  Engineer  in  Charge,  Bureau  of  Mines,  U.  S.,  Pittsburgh,  Pa. 

Wilson,  H.  Townsend,  Special  Agent,  Northern  Assurance  Company,  Ltd., 
431  Walnut  St.,  Philadelphia,  Pa. 

Wilson,  H.  W.,  with  Lockwood  &  Lowe,  411  Produce  Exchange,  New  York, 
N.  Y. 

Wilson,  J.  B.,  Agent,  Globe  Automatic  Sprinkler  Company,  102.5  Pierce 
Building,  St.  Louis,  Mo. 

Wilson,  Jas.  G.,  President,  Jas.  G.  Wilson  Manufacturing  Company,  3  West 
Twenty-ninth  St.,  New  York,  N.  Y. 

Wilson,  William  A.,    Superintendent  of  Agencies,  94  Notre  Dame  St., 
Montreal,  P.  Q^,  Canada. 

Wilson,  W.  F.,  with  C.  Brewer  &  Company,  Ltd.,  Insurance  Department. 
P.  O.  Box  347,  Honolulu,  T.  H. 

Windle,  John  J.,  General  Manager,  Southern  Adjustment  Bureau,  Atlanta, 
Ga. 

Windsor,  Joseph  L.,  Special  Agent,  Glens  Falls  Insurance  Company,  922 
State  Life  Building,  Indianapolis,  Ind. 

Windus,  W.  V.,  Special  Agent,  511  Realty  Building,  Spokane,  Wash. 
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Zwillinger,  Bernhard.  Chemical  Engineer,  247  Audubon  Ave.,  New  York, 
N.  Y. 


